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PART III 

Stores Purchase 


Medical Education Department 

TENDER NOTICES 

( 1 ) 

No. Cl/18616/2013/MCT. 25th October 2013. 

Sealed competitive tenders in the form prescribed 
are invited for the supply of BOD Incubator (2 Nos.) for 
Microbiology, Medical College, Thiruvananthapuram. 
Tender should be superscribed as tender number and 
addressed to the Principal, Medical College, 
Thiruvananthapuram, Pin-695 Oil. Details can be had from 
this office on working hours till 3.30 p. m. 


Tender No.—198/2013. 

Cost of tender fonn :(VAT inclusive) 

Original—? 525. 

Duplicate—? 263. 

Last date and time of sale of tender form— 

28- 11-2013, 2.30 p.m. 

Last date and time of receipt of tender form— 

29- 11-2013, 2.30 p.m. 

Date and time of opening of tender —29-11-2013, 
3 p.m. 










Tender forms can be had from the Office the 
Principal, Medical College, Thiruvananthapuram-11 lip to 
3 p. m. on working days. Tender forms will be sent through 
post, if required, provided due amount with sufficient 
postage charges (? 50) is sent by way of Money Order in 
favour of the Principal, Medical College, 
Thiruvananthapuram, Kerala State, Pin-695 011. Money 
Order should reach this Office on or before 11-11-2013. No 
other forms of remittance will be accepted. 

kdIoj cu m am njjfflo maoul cKmoS gao csgsslaej 
6)S)i2ie(.ca>06njGcs3)og83l ajblijjofSgjfflaagleejcSffloriJcra^iaoQa) will 63. 

abl. 6Da3cft>2(!6njg(3 (2 n£)6rno) tulcmosmo OiucgijanDcmlcr) ajira 
aiij (3(3<i£joaru2cft>c/5 <&i3dsnol^|jfflcft)Ogg2aT)j. B(3<^eioan);jc&>o3 
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(.njlaaarulojoaa, DacuilcBSiraS G^OGges" (ro1ffl2cuaDamrujfflo-695 011 
n3)am ailejoaruRsimlroS r4)85im1ajlffllGc9S)sns«j)06rr). 

B(3<^ejoam 00011(8—198/2013. 

GcS^eioau Gnnooairmifflag ailei (ojogjuasirysis) : 
raiaanxaS—? 525. 

cru 

nJc&>(8fi_|-^ 263. 

3(8(ieioonj Gncooo ailoStMjar) rareaiauoro (mlcQKmlcsDjo 
auaoaijo—28-11-2013, 2.30 asrril. 

G^<^eioarujca>u3 orui°loa,o1c0«)jaD raracu odood 
( mlcoxmlaDjo auaaDcujo—29-11-2013, 2.30 m6rril. 

G(3r>eioaruj(ft.a3 (rojocoojom rail cn> rail ccs 30 auacfflcujo— 

29-11-2013, 3 2)6m1. 

GaD0O63i3c^ rainjaeilraS Gcii6ng(U(3 (3Ta<s2)c®c0€)jarKm1ao2GQi6ne 
cmjeft, (? 50) (3rau)1<ft>fflo®n c3idco>0Q>Gce6)6ri§«j>O6iib. 3(8>^eioaru 
Ga£)0O«5K5)16)0$ Ojlei 63 Oafl 103)1(08 GODffllG§0 216ir>1 GCQ>0(3CU)C3 
(3rd)Gc®o oruiTca>ral coffljcm cmo6rr). rata &iosumcmjgg n®eio 

OTdGnJcMlcSjgJo Oilffl 01)1 (SS)J OT) ffllO 6110 . GnflO O G(015)0 6)SOo_|o 

ajL(3rut®is3i3Gga aGoexomleijo Gcmocfryeiaai^c&.Ggo raidcnxmeewaS 
rara)Qia8 i ! > 6)n ; j§j6)<a)06n32gg(ro2o g 2x08 ail eiocruo (U^<M5)fflep(ar® 
cmjffloaa) a6TT)lG(i»o(3cu)ojc93C^ a>1ffla3)1<e6>3(rr>(0>06if). i26rrilG0Q>o(3(u) 
Oj<ft>C/5 OHPl GaDOO 631308 Old) (U OD ^ 6) a_| § J 6) <ft> 0 6133 J gg 
OTdGnJ cMI c&,«3 gD'D 630ti01 01)1 (08 11-9-2013-01 ajo3nJ 

c9>1§1(!Q)1ffl1c96)61Do. (0) 012 03)1 ^JJc&il §2010 a61DlGCS2)0^<ll)OJc9>o3 

ao1fflai)1ce6)20io«5io6ni. B(3>^eiooij GaDooo 6)6)<ft>20ooa3 njosleio 
OTimcmjo 63 o1c06)rs 8 caias^j raijcft oilolijj tft.1§jan otjj a ej. 
cmomaijl^jjca>1§joT) BcS^eiooujcajCKi craoexowfflj tSiOaemajosoeijo 
ODllcft) ffll <S6)J OD (0) £J. cfljJ SJ (5KS8 Oil(U (0 6313 o3 (_r>JOJ^(OtOll 
<3laiai)6313g1«s3 6DV) 630a£]101)1(08 OOlOTOJo £je1c96)JOT)©)06lf>. 

Specifications 

(a) Forced ventilation by Peltier fan 

(b) Adaptive multifunctional digital PID 

(c) Microprocessor controller with high- 
definition TFT-colour display. 

(d) Self-diagnostics for fault analysis 

(e) 1 Pt 100 sensor DIN class A in 4-wire-circuit 


(f) Parameters adjustable on Control COCKPIT: 
temperature (Celsius or Fahrenheit), 
programme time, time zones, summertime/ 
wintertime. 

(g) Setpoint WAIT function-the process time 
does not start until the set temperature is 
reached. 

(h) Setting of languages on Control COCKPIT: 
German/English/Spanish/French 

(i) Resolution of display for setpoint and actual 
temperature values 0.1 °C. 

(j) Calibration facility directly at Control COCKPIT 
for three freely selectable temperature values 

(k) Programme stored in case of power failure 

(l) Inch works calibration certificate for + 10°C 
and +37 °C 

(m) Adjustable electronic overtemperature monitor 
and Mechanical temperature limiter. 

Texturned Stainless Steel Casing 

(n) Wxhxd: 585x787x604 mm 

(o) Fully insulated stainless steel door with 2-point 
Locking (compression door lock) 

(p) Inner glass door 

(q) Rear zinc-plated steel 
Interior—Heating Concept 

(r) Wxhxd: 400x400: 330 mm, 531 

(s) Energy-saving Peltier heating-cooling system 
Integrated in the rear (heat pump principle) 

(t) 1 stainless steel grid 
Heating and cooling system. 

(u) Energy-saving Peltier heating/cooling system 
Integrated in the rear (heat pump principle) 
Temperature Range . 

(v) From-0 °C to + 70°C 
Voltage/Power Rating 

(w) 230V (+/-10%j, 50/60 Hz 

(x) Ca. 175 W ca. 125 W (during heating and 
cooling) 

Unit/price— ? 2,10,500 x 2= 4,21,000 


Tender Schedule 


(2) 


1. The period for which the rates to be in firm- 
One year. 

2. The rates should be inclusive of sales tax and for 
free delivery at the department concerned, 
otherwise the tender will be rejected. 

3. Advance payments conditions will not be 
considered. 

4. Tender forms are neither transferable nor the cost 
of it will be refundable under any circumstances. 

5. Tenders are to be sent with details and illustrated 
pamphlet (wherever necessary) neatly typed. 
Manuscripts should be avoided as far as possible. 

6. Tenders should be accompanied with a formal 
agreement executed in ? 100 Kerala non judicial 
Stamp Paper together with required sum of Earnest 
Money Deposits. 

7. Earnest Money Deposits (One Percentage) of the 
total cost of the articles quoted for can be remitted 
by way of crossed Demand Drafts drawn in favour 
of the Principal, Medical College, 
Thiruvananthapuram. 

8. Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders. 

9. Tenders Unsealed, Unsigned or submitted without 
superscription as specified are liable to be rejected. 

10. Tenders submitted with insufficient Earnest Money 
Deposit will not be entertained. 

11. Belated tenders will not be considered under any 
circumstances. 

12. For Medicines, Surgicals and Materials, Samples 
should be submitted along with the tender. 
Tenders without samples will not be considered for 
selection. 

13. Tenders should bear the signature and full postal 
address of the tenderers wherever necessary. 

14. The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the tenders. 

15. Specifications of the items are given in the list. 

16. Negotiation will be made only with the firm 
offering lowest price whose specification confirm to 
the requirements in the tender notification. 

17. Tender will be opened in the presence of such of 
the tenderers or his authorized representatives who 
may present at the time.They should have valid 
authorization letters. 

18. More details can be had from this office on 
working hours. 


No. C1/22735/2013/MCT. 29th October 2013. 

Sealed competitive tenders in the form prescribed 
are invited for the supply of Dissolution Test Apparatus 
(1 No.) for CPS, Medical College, Thiruvananthapuram. 
Tender should be superscribed as tender number and 
addressed to the Principal, Medical College, 
Thiruvananthapuram, Pin-695 Oil. Details can be had from 
this office on working hours till 3.30 p. m. 

Tender No.—201/2013. 

Cost of tender form (VAT) Inclusive of Sales Tax: 
Original—? 2,100 
Duplicate—? 1,050 

Last date and time of sale of tender form— 

29- 11-2013, 2.30 p.m. 

Last date and time of receipt of tender form— 

30- 11-2013, 2.30 p.m. 

Date and time of opening of tender —30-11-2013, 
3 p.m. 

Tender forms can be had from the Office the 
Principal, Medical College, Thiruvananthapuram-11 up to 
3 p. m. on working days. Tender forms will be sent through 
Post, if required, provided due amount with sufficient 
Postage Charges (? 50) is sent by way of Money Order in 
favour of the Principal, Medical College, 
Thiruvananthapuram, Kerala State, Pin-695 011. Money 
Order should reach this Office on or before 10-11-2013. No 
other forms of remittance will be accepted. 

(OTlffljajODcnnnjjfflo 6)ocujlc0®ra8 GcftocBgs/lcsejieaoajaa^ffloaa) 
cu)l6)rruoej^2niia3 fflsarn raran-pogcru (636iffl6TT)o) ailanosmo 
a^j^jcmcfnlrn mjiraoiiy adSneioarojcftcd cBiUsmln-iiacftiOssicmi. 
B^neio nruj ca>o3 a^^eiocru cnomefflosj caqsl cnloailc® 
cnlcn)«n1ces)jfflja3rJ fflacu/lcWiRsS Gc9>0(sgss) 

«n1ffl2ajcnciWnJ20o-695 on a®cm ajlejocrurarro1ra3 n^RsimlnJtolcsces) 
6rrgraw6rn. 

i 3 c 3 <Tejocn> mam( 3 —201/2013. 

cuilajCKSgffiaag''—anil. nil. n®au 

3 ( 3 ^eiocru GaDoo« 5 rmls>c$ ailei (aioo guSonjas): 
raracruraS—? 2,100. 

cru ’ 

oJc9d(3o_J-^ 1,050. 

acB^ejocru Gnnooo (u 1 ks 3 c 9 S)jot) caraojcruocn (mlanffiftojo 
(TU(2Kr»tUJo-29-11-2013, 2.30 fflsml. 

H^aeiocrujca>o3 oruj“lcft)0lc9S)janD rareaiaroocn anlcfficnlQffljo 
cruacmaijo—30-11-2013, 2.30 2>6rril. 

3c3<iejo<TU2c&)a3 (mjOtesijam cruaaiKUjo— 

30-11-2013, 3 (26ml. 


[3c3<^£jocru (SoDooo anlrajcufnamajjao oacuikesiRRi Gcftoegsa 
(.nJlaScrulnjOglSKT^ SOaEllcrulRSSrrilcrnjo L^fn(3fl5T®lBlm<TU6OT3§l«58 
0fflajcft)jecmfflo 3.30 fflsml ai6xa eje^aosrn. rainJoraS uoimo 
Bedroom aDooo rarajnjaa^ffljggnjtS Ganooraraitooig ailejcsccsofflsoiTjo 
? 50 {3racjDlca>oCiij^«5Tts) (tcoruoraS ^odSes) ffl6mlGCQ)0(3ajDOO<i»1 
LrJIaacrulijJOaa, 6)fflOJDlc9S)R53 e<fljO(SgS, CmlffljCUOOfrinrUJfflo-ll n<j)aT> 

a/lejocrurarrolraS (3r3Gnj<Md1dcS«)sn§cfflosrD. asmleaso^ODOjcOjaS 
11 - 11 - 2013 , 3 asnDiceajmjaiiocffil gou aoaiAaulraS 

ei el ijl ffll coo 6>D o . rainJoraSaodiaio (OTajaiaa^sinjsjarnaiaS 
m6TT)1CCS2)O^CUJ(3 aj6U0(TOlfflo fflOLOTKSa nJ6TT)o (3R W Qffi c96)0Cl3 
njosjgg], nnooGrarroofflsoiTjo ajLBnj(.ffl)S3T3Qgo aeosxmsa/leijo 
ecu)3ca>ij6)fflcigjca>ego <mwd> tsajojoaS rare) ai era ^ 6 )n _|§2 
a<ft>osn§jgg8S)jo earaSculejocrufujo B(3^ejocru cnaruajo 
oi^dsraiaocml craajreiT-isjraTtDorarairaijo anoacrulijj eielcaoj 
cmra)jaocffi a6rril(BCQ)0(3ajDO2<ft)C^ (nlfflcnjlcOSijanDraiosrn. ce^sjanraS 
ajlcuffl63T3a3 gra fflOafllcrulraii cdIcidjo (njai^rarrol (3laicn)63i3glra8 
eie^mosm. 

1. Dissolution Test Apparatus 

* Eight stations dissolution tester. 

* Should be suitable for Type 1, 2, 5, 6 in the same 
system. 

* Interchangeable paddle and basket is required for 
Easy operation 

* Speed range: Variable speed from 25 to 250 RPM 

* Speed accuracy: ±1% Speed Selection should be 
available via Touch screen 

* Facility for Multiple language support with 
Preventive maintenance and Calibration Alert facility 

* Ambient Temperature range: 5 to 40°C 

* Display back lighted LCD with Touch Screen 
Display 

* Complies with IP, USP, Ph.Eur. and JP specifications 

* Bath: Clear acrylic molded water bath with Vibration 
free water circulator built-in the System with vibration 
isolators. 

* Water Bath Temp Range should be 5 to 55 Deg C 
with Temp Accuracy of < ±-2Deg C. 

* Evaporation loss should be minimal < 2% in 24 
Hours 

* Minimum 15 programmable sampling intervals 

* Vibration free smooth motorized lift movement 

* Should have individual Temp measurement in each 
vessel. 

* The system should have facility to measure Temp 
automatically at the predefined time point and 
between Time point for price control of 
measurement. 

* The system should come with table dropping 
mechanism with facility to drop the tablet 


* simultaneously, time based and when desired temp 
is achieved in all vessel. 

* The system should have facility to upgrade in 
future for bathless type, as UV on Line and LC 
Dissolution 

* The system should come along with the printer 
having print life of more than 10 years. 

* The software option based on Client server can 
also be considered. 

* Additional Terms and Conditions 

* Manufacturer should have ISO 9001 certificate for 
quality standards 

* On site comprehensive training for lab staff and 
support services till customers satisfaction with 
the system 

* Installation testing: Supplier of the instrument must 
provide free installation, commissioning and testing 

* Should comply with 21 CFR parts II 

* User/TechnicaFMaintenance manuals to be 
supplied in English 

* List of equipments available for providing 
calibration and routine Preventive maintenance 

* Support as per manufacturer service/maintenance 
manual 

* Mechanical qualification system with certificate 
should be PC based-1 Set 

* Compliance report to be submitted in a tabulated 
and point wise manner clearly mentioning 

* The page/para number of original catalogue/ 
datasheet. Any point, if not substantiated with 
authenticated catalogue/manual will not be 
considered. 

Accessories to be quoted along with the system 

1. SS Shaft 

2. Electroplished Paddle 

3. 40 Mesh Basket 

4. 1 set of accessories for Type 5 and 6 

5. Individual Temp senor for each vessal 

6. Sampling cannula with filters 

7. Set of Aligning tools for calibration purpose 

8. Options of Verified components. 


Tender Schedule 


(3) 


1. The period for which the rates to be in firm- 
One year. 

2. The rates should be inclusive of sales tax and for 
free delivery at the department concerned otherwise 
the tender will be rejected. 

3. Advance payments conditions will not be 
considered. 

4. Tender forms are neither transferable nor the cost 
of it will be refundable under any circumstances. 

5. Tenders are to be sent with details and illustrated 
pamphlet (wherever necessary) neatly typed. 
Manuscripts should be avoided as far as possible. 

6. Tenders should be accompanied with a formal 
agreement executed in ? 100 Kerala non-judicial 
Stamp Paper together with required sum of Earnest 
Money Deposits. 

7. Earnest Money Deposits (One Percentage) of the 
total cost of the articles quoted for, can be remitted 
by way of crossed Demand Drafts drawn in favour 
of the Principal, Medical College, 
Thiruvananthapuram. 

8. Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders. 

9. Tenders Unsealed, Unsigned or submitted without 
superscription as specified are liable to be rejected. 

10. Tenders submitted with insufficient Earnest Money 
Deposit will not be entertained. 

11. Belated tenders will not be considered under any 
circumstances. 

12. For Medicines, Surgicals and Materials, Samples 
should be submitted along with the tender. 
Tenders without samples will not be considered for 
selection. 

13. Tenders should bear the signature and full postal 
address of the tenderers wherever necessary. 

14. The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the tenders. 

15. Specifications of the items are given in the list. 

16. Negotiation will be made only with the firm 
offering lowest price whose specification confirm to 
the requirements in the tender notification. 

17. Tender will be opened in the presence of each of 
the tenderers or his authorized representatives who 
may present at the time. They should have vailid 
authorization letters. 

18. More details can be had from this office on 
working hours. 


No. C1/22735(1)/2013/MCT. 29th October 2013. 

Sealed competitive tenders in the form prescribed 
are invited for the supply of Disintegration Test 
Apparatus (1 No.) for CPS, Medical College, 
Thiruvananthapuram. 

Tender should be superscribed with tender numbered 
and addressed to the Principal, Medical College, 
Thiruvananthapuram, Pin-695 Oil. Details can be had from 
this office on working hours till 3.30 p. m. 

Tender No. —202/2/2013. 

Cost of tender form (VAT inclusive): 

Original—? 420. 

Duplicate—? 210. 

Last date and time for sale of tender form— 

29- 11-2013, 2.30 p. m. 

Last date and time of receipt of tender — 

30- 11-2013, 2.30 p. m. 

Opening date and time of tender—30-11-2013, 3 p. m. 

Tender form can be had from the office of the 
Principal, Medical College, Thiruvananthapuram-11 upto 
3 p. m. on working days. Tender forms will be sent 
through post if required provided due amount with 
sufficient postage charge (? 50) is sent by way of Money 
Order in favour of the Principal, Medical College, 
Thiruvananthapuram, Kerala State, Pin-695 Oil. Money 
Order should reach this office on or before 10-11-2013. 
No other forms of remittance will be accepted. 

anlaj cu cn (to njjrao e> acu)1 c06)(o3 ecftiocsg sslcsejcao 
(313) 0108 ^2) 0 03) CU)107)1 Clg(51.03 n9d Cl3 S>S(TU (313o_|0(8O(TO 
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(Oil(8J01<D(TO)nJ2(8o-695 011 o®OT) OllejO(13X010)1 (03 n<J)(010)1 njlffl1(Bc06) 

sne( 0 ) 06 iT). 
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0r\)2l03>(lljo-30-11-2013, 3 21617)1. 
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63 o (3 cu) o o coil (.oj 1 a 3 aruTo_|oa 3 , s> a ojdI <e 6 ) ro 3 e<ft,oeges, 

ffl)1ffljnj00(TO)nJJfflo-11 n^CTD Ojl&l0OTU«5TCT>1 ®S (313CSnjcftflfl G cBS) 6133 

tmo 6 rn. a 6 m 1 cBCQ) 0 ( 3 ajDOjcft)a 3 11-11-2013, 3 m 6 rr)lc 9 S)j( 2 ij(njocB)l goT} 
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6)cft>06ng)33«mo earaS aileiocronijo B(3<^ejocro cnamojo m^sowncnSl 

GfflSUSlijjSJKSTSIOraTOHtDJo (3) 0 21 CTUl J BJ gl d36) J CTD CO) J ffl 0 CO) 
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2. Disintegration Test Apparatus 

Features: 

* Complies with USP, IP, Eur. Pharmacopoeias 

* Disintegration time registration of individual 
tablets 


* Readable temperature range: 10° C to 45° C 

* Controlled temperature range: 15° C to 40° C 

* Temperature resolution: +0.2° C 

* Timer setting: 23 hrs. 59 min. 59 sec. (for both 


baskets) 

Standard Accessories: 

(i) Heater, stirrer and level sensor 1 No. 

(ii) Acrylic moulded water bath 1 No. 

(iii) 1000 ml glass beaker 2 Nos. 

(iv) 6 tube magnetic basket 2 Nos. 

(v) Guided disc 12 Nos. 

(vi) External probe with clamp 2 Nos. 

(vii) Keyboard 1 No. 

(viii) 3 tube bolus basket 

(ix) 1 tube bolus basket 

(x) Magnetic guided disc 

(xi) Printer 


* Basket park-out from beaker on test completion 

* Test results and validation gets printed 

* Individual motor and timer with external probe for 
both the baskets 

* Bath with fliptop cover for easy cleaning 

* Magnetically coupled basket for easy loading 
Specifications: 

* Water bath: Clear acrylic moulded water bath 

* Beaker: 1000 ml glass beakers (2 Nos.) 

* Baskets: 2 Nos. each carrying 6 test position 
(dimensions as per latest USP) 

* Guided disc: Perforated cylindrical disc 6 Nos in 
each basket (dimensions as per latest USP) 

* Display: 20 x 4 LCD 

* Printer interface: Parallel port 

* Motor: Single shaft 6V DC motor 10 kg cm torque 
(2 Nos.) 

* Heater: 400 watts, S.S. 304 

* Illumination: White LED 

* Stirrer motor: DC motor 12V 

* Water level sensor: Float switch type level sensor 

* Power supply: 230 V AC, 50 Hz., 490 VA 

* No. of strokes: 30 +0.5 strokes/min. 

* Stroke height: 55 mm +2 mm 


Tender Schedule 

1. The period for which the rates to be in firm—One 
year. 

2. The rates should be inclusive of sales tax and for 
free delivery at the department concerned, 
otherwise the tender will be rejected. 

3. Advance payments conditions will not be 
considered. 

4. Tender forms are neither transferable nor the cost 
of it will be refundable under any circumstances. 

5. Tenders are to be sent with details and illustrated 
pamphlet (wherever necessary) neatly typed. 
Manuscripts should be avoided as far as possible. 

6. Tenders should be accompanied with a formal 
agreement executed in ? 100 Kerala non judicial 
stamp paper together with required sum of Earnest 
Money Deposits. 

7. Earnest Money Deposits (one percentage) of the 
total cost of the articles quoted for can be 
remitted by way of crossed Demand Drafts drawn 
in favour of the Principal, Medical College, 
Thiruvananthapuram. 

8. Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders. 

9. Tenders Unsealed, Unsigned or submitted without 
superscription as specified are liable to be rejected. 


10. Tenders submitted with insufficient Earnest Money 
Deposit will not be entertained. 

11. Belated tenders will not be considered under any 
circumstances. 

12. For Medicines, Surgicals and Materials, Samples 
should be submitted along with the tender. 
Tenders without samples will not be considered for 
selection. 

13. Tenders should bear the Signature and full Postal 
address of the tenderers wherever necessary. 

14. The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the tenders. 

15. Specifications of the items are given in the list. 

16. Negotiation will be made only with the firm 
offering lowest price whose specification conforms 
to the requirements in the tender notification. 

17. Tender will be opened in the presence of such of 
the tenderers or his authorized representatives who 
may present at the time. They should have valid 
authorization letters. 

18. More details can be had from this office on 
working hours. 

(4) 

No. C l/22735(2)/2013/MCT. 29th October 2013. 

Sealed competitive tenders in the form prescribed 
are invited for the supply of Autotitrator (1 No.) for CPS, 
Medical College, Thiruvananthapuram. 

Tender should be superscribed as tender numbered 
and addressed to the Principal, Medical College, 
Thiruvananthapuram, Pin-695 Oil. Details can be had from 
this office on working hours till 3.30 p. m. 

Tender No.—203/2013. 

Cost of tender form (VAT inclusive): 

Original—? 2,100. 

Duplicate—? 1,050. 

Last date and time for sale of tender form— 

29- 11-2013, 2.30 p. m. 

Last date and time of receipt of tender form— 

30- 11-2013, 2.30 p. m. 

Opening date and time of tender—30-11-2013, 3 p. m. 

Tender forms can be had from the Office of the 
Principal, Medical College, Thiruvananthapuram-11 upto 
3 p. m. on working days. Tender forms will be sent 
through post if required provided due amount with 
sufficient postage charge (? 50) is sent by way of Money 
Order in favour of the Principal, Medical College, 
Thiruvananthapuram, Kerala State, Pin-695 Oil. Money 
Order should reach this office on or before 11-11-2013. 
No other forms of remittance will be accepted. 
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4. Autotitrator system 

The system should be capable of doing all types of 
Titrations like Acid base, Non Aqueous, Redox, 
Complexometric etc. The system should be completely 
software controlled, capable of performing at least 2 
titrations in parallel. 

As a security measure the basic instrument and all 
the peripheral devices connected to it should be 
recognized automatically by the software as soon as it is 
connected to the software. 

Possibility to connect up to Four Titrating burettes 
for different types of titrations. 

System should have the facility to connect at least 8 
Auxilliary burettes for the addition of auxiliary solution or 
buffer solution needed for titrations and back titrations. 

System should be capable of performing parallel 
titrations as and when required. 


Burette should have a minimum resolution of 1/10000 
of its burette volume, and the flexibility to interchange 
titrants without contamination. 

The Burette drive should be mounted on top of the 
Burette so that the electronics in the burette drive is not 
damaged due to reagent spill or leak. 

The Burette piston should move from top to the 
bottom of the burette, so that no problems due to the air 
bubble present in the titrant. 

For ease of handling, automatic cleaning and 
preparation of burette with a single command should be 
possible. 

Burettes volume of 2, 5, 10, 20 and 50 ml should be 
available. 

Dosing drives with chip on board technology with 
the capability of read write. The Chip on Board 
Technology on the Dosing Drive & the Dosing Units/ 
burettes with a Data chip, which can store following 
information: Dosing Drive: Order number, Serial Number of 
Dosing Unit and Cylinder Serial Number, Burette volume. 
The Burette volume once sensed should not be possible 
to tamper it. Dosing Units / Burettes: Type of reagent, 
Titer of reagent; Titer History, Shelf life data, Date and 
time of preparation, Assign titrants to relevant method, 
Prompt on the Titrator if wrong titrant used. 

Maximum up to two galvanically separated measuring 
interfaces should be provided for parallel operation of the 
instrument. 


Accuracy 
Pt 1000 range 
Pt 1000 accuracy 
NTC range 
Pt 1000 resolution 
NTC resolution 


: ± 0.003 pH or better 
-150...+250°C 
± 0.2 °C 
-5...+250 °C 
0.1 °C 
0.1 °C 


The titration system should have the above features and 
should be offered with the following: 


Main Titration Instrument—1 No. 


Dosing Devices- Drives—2 Nos. for Titration 

Auxiliary Liquid handling facility for at least 3 liquids / 
reagents/buffers. 

Burettes/Dosing Units of 10 ml and 20 ml 1 each—Total— 
2 Nos. Along with Drives if necessary. 

Burette unit of 2 ml, 20 ml and 50 ml-1 each—For 
Auxiliary liquid handling. 

Intelligent Combined Glass Electrode for pH 
measurements and titrations—1 No. 

Combined AG Ring electrode for Argentometric 
Titrations—1 No. 

Combined Pt Electrode for Redox Titrations—1 No. 

Cu Ion Selective Electrode for EDTA Titrations—1 No. 


Ca Ion Selective Electrode for calcium determinations— 
1 No. 


A suitable Stirrer: Magnetic/Propeller with control on 
stirring speed and direction. 


Double junction reference electrodes for the use with ISE 
electrodes—2 Nos. 


The system should be able to accommodate beaker 
size of 100ml / 200 ml / 500 ml. 

Latest windows based software should be provided 
with the system. 


Specifications 
Data aquisition rate 
Measuring range 

Polarization Potential Range 
Polarization C urrent Range 
Resolution: Voltage 


: lOOmS. 

: mV Range: -1200 mV to 
+1200 mV 

pH Range: -20.00 pH 
to +20.00 pH 

: 1250 mV to +1250 mV 
(Freely programmable) 

:125.0pA to +125.0(1 A 
(Freely programmable) 

: O.lmV or better which 
helps especially in the 
Direct ISE measurements. 
Current Resolution 0.1 (lA 
pH resolution: 0.001 pH 
or better 


Connecting cables for electrodes - minimum—2 Nos. 

Karl Fischer Titration sets consisting of vessels, lid, 
Double Pt, electrode, O rings, gaskets etc.—1 No. 

Titration stand - 2 nos. (1 with magnetic stirrer and 1 for 
KF titrations with magnetic stirrer and built-in diaphragm 
pump) with connecting cables with main instrument 

Recommended spares and consumables should be offered 
separately for two years trouble free operation after the 
warranty of 3 year. 

Dosing Units/Drives and various burettes/dosing units of 
various volumes should also be offered. 

Tender Schedule 

1. The period for which the rates to be in firm-One 
year. 

2. The rates should be inclusive of sales tax and for 
free delivery at the department concerned, 
otherwise the tender will be rejected. 

3. Advance payments conditions will not be 
considered. 



4. Tender forms are neither transferable nor the cost 
of it will be refundable under any circumstances. 

5. Tenders are to be sent with details and illustrated 
pamphlet (wherever necessary) neatly typed. 
Manuscripts should be avoided as far as possible. 

6 . Tenders should be accompanied with a formal 
agreement executed in ? 100 Kerala non judicial 
stamp paper together with required sum of Earnest 
Money Deposits. 

7. Earnest Money Deposits (one percentage) of the 
total cost of the articles quoted for can be 
remitted by way of crossed Demand Drafts drawn 
in favour of the Principal, Medical College, 
Thiruvananthapuram. 

8 . Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders. 

9. Tenders Unsealed, Unsigned or submitted without 
superscription as specified are liable to be rejected. 

10. Tenders submitted with insufficient Earnest Money 
Deposit will not be entertained. 

11. Belated tenders will not be considered under any 
circumstances. 

12. For Medicines, Surgicals and Materials, Samples 
should be submitted along with the tender. 
Tenders without samples will not be considered for 
selection. 

13. Tenders should bear the Signature and full Postal 
address of the Tenderers wherever necessary. 

14. The undersigned reserves the right to reject any 
Tender wholly or partially without any prior 
information to the Tenderers. 

15. Specifications of the items are given in the list. 

16. Negotiation will be made only with the firm 
offering lowest price whose specification conforms 
to the requirements in the Tender Notification. 

17. Tender will be opened in the presence of such of 
the tenderers or his authorized representative who 
may present at the time. They should have valid 
authorization letters. 

18. More details can be had from this office on 
working hours. 

(5) 

No. Cl/22735(3)/2013/MCT. 29th October 2013. 

Sealed competitive tenders in the form prescribed 
are invited for the supply of Microwave Decester (1 No.) 
for CPS, Medical College, Thiruvananthapuram. Tender 
should be superscribed as tender numbered and addressed 


to the Principal, Medical College, Thiruvananthapuram, 
Pin-695 Oil. Details can be had from this office on 
working hours till 3.30 p. m. 

Tender No. —204/2013. 

Cost of tender form (VAT inclusive): 

Original—? 840. 

Duplicate—? 420. 

Last date and time for sale of tender form— 

29- 11-2013,2.30 p. m. 

Last date and time of receipt of tender— 

30- 11-2013, 2.30 p. m. 

Opening date and time of tender—30-11-2013, 3 p. m. 

Tender form can be had from the Office of the 
Principal, Medical College, Thiruvananthapuram-11 upto 
3 p. m. on working days. Tender forms will be sent 
through post if required provided due amount with 
sufficient postage charge (? 50) is sent by way of Money 
Order in favour of the Principal, Medical College, 
Thiruvananthapuram, Kerala State, Pin-695 Oil. Money 
Order should reach this office on or before 11-11-2013. 
No other forms of remittance will be accepted. 
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5. MICRO WAVE DIGESTOR 


The system should be designed for laboratory use 
with all SS case and corrosion resistant PFA coating, 
pressure stable circular oven for homogeneous microwave 
distribution. It should have massive security lid, 
electronic lid closure with 3 micro-switches safety 
interlocks to prevent microwave emission with open lid. 
Built in exhaust system for permanent cavity ventilation 
should be provided. The system should have temperature 
and pressure monitoring devices. Internal diagnostics 
such as magnetron status, magnetron temp, oven temp, 
transformer, cover lock etc. shall be provided. Should be 
provided with microprocessor based controller with touch 
screen and control softwares. The system should have 
12 vessels per rotor. The rotor should be supplied with 
12 caps without pressure control and 1 cap with pressure 
control. The cap should be made of TFM. The system 
shall be supplied with a turn table of 60ml volume at 
40bar operating pressure. 


Specifications: 

Microwave Frequency 
Microwave Power 
Temp, measurement range 
Max. temp. ( continuous) 
Max. temp, (peak) 

Temp precision 

Pressure measurement range 

Pressure precision 

Programme memory 

Data memory 

Interface 


2450 MHz 
1450W 
80 to 300°C 
230°C 
260°C 

± 1°C at 200°C 
0 to 150 bar 
± 5 bar 

200 programmes 

500 data files 

Rs 232, Ethernet 
and USB 


Tender Schedule 

1. The period for which the rates to be in firm-One 
year. 

2. The rates should be inclusive of sales tax and for 
free delivery at the department concerned, 
otherwise the tender will be rejected. 

3. Advance payments conditions will not be 
considered. 


6 . Tenders should be accompanied with a formal 
agreement executed in ? 100 Kerala non judicial 
stamp paper together with required sum of Earnest 
Money Deposits. 

7. Earnest Money Deposits (one percentage) of the 
total cost of the articles quoted for can be 
remitted by way of crossed Demand Drafts drawn 
in favour of the Principal, Medical College, 
Thiruvananthapuram. 

8 . Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders. 

9. Tenders Unsealed, Unsigned or submitted without 
superscription as specified are liable to be rejected. 

10. Tenders submitted with insufficient Earnest Money 
Deposit will not be entertained. 

11. Belated tenders will not be considered under any 
circumstances. 

12. For Medicines, Surgicals and Materials, Samples 
should be submitted along with the Tender. 
Tenders without samples will not be considered for 
selection. 

13. Tenders should bear the Signature and full Postal 
address of the Tenderers where ever necessary. 

14. The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the Tenderers. 

15. Specifications of the items are given in the list. 

16. Negotiation will be made only with the firm 
offering lowest price whose specification conforms 
to the requirements in the Tender Notification. 

17. Tender will be opened in the presence of such of 
the tenderers or their authorized representative who 
may present at the time. They should have valid 
authorization letters. 

18. More details can be had from this office on 
working hours. 

(6) 

No. Cl/22735(4)/2013/MCT. 29th October 2013. 

Sealed competitive tenders in the form prescribed 
are invited for the supply of Digital Refractometer (1 No.) 
for CPS, Medical College, Thiruvananthapuram. 

Tender should be superscribed as tender number and 
addressed to the Principal, Medical College, 
Thiruvananthapuram, Pin-695 OIL Details can be had from 
this office on working hours till 3.30 p. m. 


4. Tender forms are neither transferable nor the cost 
of it will be refundable under any circumstances. 

5. Tenders are to be sent with details and illustrated 
pamphlet (wherever necessary) neatly typed. 
Manuscripts should be avoided as far as possible. 


Tender No. —205/2013. 

Cost of tender form (VAT inclusive): 
Original—? 1,050. 

Duplicate—? 525. 



Last date and time for sale of tender form— 

29- 11-2013, 2.30 p. m. 

Last date and time of receipt of tender form— 

30- 11-2013, 2.30 p. m. 

Opening date and time of tender—30-11-2013, 3 p. m. 

Tender form can be had from the office of the 
Principal, Medical College, Thimvananthapuram-11 upto 
3 p. m. on working days. Tender forms will be sent 
through post if required provided due amount with 
sufficient postage charge (? 50) is sent by way of Money 
Order in favour of the Principal, Medical College, 
Thimvananthapuram, Kerala State, Pin-695 Oil. Money 
Order should reach this office on or before 11-11-2013. 
No other forms of remittance will be accepted. 
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6)n_|SJ(m(ll(3 O 6TT)1 G OQ) 0 (3 (11) (3 OJ6UOCTOlfflo OOCTOQO nJ6TT)o 
(3T8CQ>Cffic96)0a3 nJOSJggJ. (SnOOOeaSTOOaSOnJo Oj(.3nJ(.TO63B(BgO 
aeg6)TO®ileijo GOJDOc&^oiai^c&Ggo (3iracQ)<s2)c06)oa3 
0 c9jO 6rej ggTOjo eatoSnil eiociDQijo 3(3^ejoai) (nauajo 
ai^<s(0)aocQ)1 (SffleueinjsjRSTOORiTOTOjo toooodI^ij eje1c66)janD(a)joo<s2) 


0 6td 1 ea»o^(u) oj tft.o3 nolo aul d36)j an too sm . c&qsjcmraS 

(lil(U(a63B((3 gDO (OrajnnlODlloSaolODJo (pJOJ^RSTOl Bl(U(n)63T3g1(58 
£16^2)060). 

6. DIGITAL REFRACTOMETER 

* Should have LCD Display with touch screen 
facility. 

* Should have indications for Refractive Index (nD), 
Brix (%), Temp (degree C) 

* Temperature controller : Built-in Peltier Thermo¬ 
module. 

* Light source : LED Lamp. 

* Measurement Range: 

Refractive index (nD) : from 1.32422 to 170000 
Brix—0.00 to 100.00% 

* Minimum Indication: 

Refractive Index (nD) : 0.00001 
Brix—0.01% (0.1%) 

Temp.—0.01°C 

* Measurement Accuracy: 

Refractive Index (nD): + 0.0001 
Brix—± 0.1 % 

Temp.— + 0.05°C 

* Resolution: 

Refractive Index (nD) : 0.00001 
Brix—0.01%(0.1%) 

Temp.—0.01 °C 

* Measurement Temperature: 5.00 to 75.00°C 

* Temperature accuracy: ±0.01°C 

* Ambient Temperature: 10 to 40°C. 

* Output: RS-232 port, USB. 

* Printer: Dot matrix printer (Ordinary Paper): 1 No. 

* Self-Diagnosis Scale: The instrument can detect 
irregularities with intensity of light, which can 
ensure accurate measurement 

* Measurement Range: 

Refractive index (nD) : from 1.32422 to 170000 
Brix : 0.00 to 100.00%. 

* Minimum Indication: 

Refractive Index (nD) : 0.00001 
Brix—0.01% (0.1%) 

Temp. : 0.01°C 

* Measurement Accuracy: 

Refractive Index (nD): + 0.0001 
Brix : + 0.1% 

Temp. : + 0.05°C 


* Resolution: 

Refractive Index (nD) : 0.00001 
Brix : 0.01% (0.1%) 

Temp. : 0.01°C 

* Measurement Temperature: 5.00 to 75.00°C 

* Temperature accuracy : ± 0.01°C 

* Ambient Temperature: 10 to 40°C 

* Output: RS-232 port, USB. 

* Printer: Dot matrix printer (ordinary paper): INo. 

* Self-Diagnosis Scale: The instrument can detect 
irregularities with intensity of light, which can 
ensure accurate measurement 

Tender Schedule 

1. The period for which the rates to be in firm- 
One year. 

2. The rates should be inclusive of sales tax and for 
free delivery at the department concerned, 
otherwise the tender will be rejected. 

3. Advance payments conditions will not be 
considered. 

4. Tender forms are neither transferable nor the cost 
of it will be refundable under any circumstances. 

5. Tenders are to be sent with details and illustrated 
pamphlet (wherever necessary) neatrly typed. 
Manuscripts should be avoided as far as possible. 

6 . Tenders should be accompanied with a formal 
agreement executed in ? 100 Kerala-non judicial 
stamp paper together with required sum of Earnest 
Money Deposits. 

7. Earnest Money Deposits (one percentage) of the 
total cost of the articles quoted for can be 
remitted by way of crossed Demand Drafts drawn 
in favour of the Principal, Medical College, 
Thiruvananthapuram. 

8 . Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders. 

9. Tenders Unsealed, Unsigned or submitted without 
superscription as specified are liable to be rejected. 

10. Tenders submitted with insufficient Earnest Money 
Deposit will not be entertained. 

11. Belated tenders will not be considered under any 
circumstances. 


12. For Medicines, Surgicals and Materials, Samples 
should be submitted along with the tender. 
Tenders without samples will not be considered for 
selection. 

13. Tenders should bear the Signature and full Postal 
address of the Tenderers wherever necessary. 

14. The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the tenderers. 

15. Specifications of the items are given in the list. 

16. Negotiation will be made only with the firm 
offering lowest price whose specification conforms 
to the requirements in the tender notice. 

17. Tender will be opened in the presence of such of 
the tenderers or his authorized representative who 
may present at the time. They should have valid 
authorization letters. 

18. More details can be had from this office on 
working hours. 
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No. Cl/22735(5)/2013/MCT. 30th October 2013. 

Sealed competitive tenders in the form prescribed 
are invited for the supply of Digital Polarimeter—INo. for 
CPS, Medical College, Thiruvananthapuram. 

Tender should be superscribed as tender number and 
addressed to the Principal, Medical College, 
Thiruvananthapuram, Pin-695 Oil. Details can be had from 
this office on working hours till 3.30 p. m. 

Tender No. —206/2013. 

Cost of tender form (VAT inclusive): 

Original—? 1,050. 

Duplicate—? 525. 

Last date and time for sale of tender form— 
2-12-2013, 2.30 p. m. 

Last date and time of receipt of tender form—3-12-2013, 
2.30 p. m. 

Opening date and time of tender—3-12-2013, 3 p. m. 

Tender forms can be had from the Office of the 
Principal, Medical College, Thiruvananthapuram-11 upto 
3 p. m. on working days. Tender forms will be sent 
through post if required provided due amount with 
sufficient postage charge (? 50) is sent by way of Money 
Order in favour of the Principal, Medical College, 
Thiruvananthapuram, Kerala State, Pin-695 Oil. Money 
Order should reach this office on or before 15-11-2013. 
No other forms of remittance will be accepted. 

R»1(0J <U CD (TO) nJJOo 6) (2 CU)1 <flSH!53 Gc9j 0 QgSSlfflEJ 

crul. nil. n£)au <m1njO(3§6)an$1eej<0S) (arajciK/a^aoco) cuilefloraiS 
Gnjoeioffll alocS 636iffl6rno oilanrasmo DnJogijanQcmlcn odIusuIto) 
GnnooffirrotoS ajiaUij 3(3^eiocrujca>a3 dMdsmlcBOjtrnj. o^^eioorujcftiua 


3(3^eiocru oocrueoosjcajjsl cnlcm/lrai (rolQaanlceejffljfnj 
(.rulaacrulryoaa, aacuilcBaraS Gcft>0(!g83, (ml0jcucnair)njjrao-695 on 
n 3 )cm nilejocrucarmlraS a®rarofl^jl 0 lcsc 0 S) 6 iTeKr)O 6 TTD. 

BdS^eiocru cncrucB— 206 / 2013 . 

GdS^eioaru Gnnooraia)l6)a3 ailej: 
rarecruraiS—? 1 . 050 . 

a8fflln_|ca)^a]-? 525. 

8(3<iejoam eaoooo oilraiScKijano rarecumiocn (mlcaxmlojo 

(TUatOKUJo -2-12-2013, 2.30 216ml. 

GdSaeiocru eacooo cmfldaiffllcKijanD raracuamocn raftooilcmjo 
CTUfflCDIfUJo -3-12-2013, 2.30 fflSml. 

acSnejocri) fflijoresijcm fflytoraitojo (romooxujo— 3 - 12 - 2013 , 
3 ffl6rol. 

QaD oo63bc/ 5 fflioJoejIraS GOJ6n§aj(3 rats to; cssijcm 
fflilcnjernsre anjcft, (? 50 ) c3raciilc&>i2iocQfl c3racr»<ii)(Sc96)6ne«5)06rn. 
ocSdejocru coDoo ami 6 > cig culei aonnl end (08 e cn ol e § o 
asmIeaDocacuiooecao (TuilAaIcKijaroaiiosiT). (3raei06xmci»jgg n^jeio 
rard(SnJcftadca.gjo cnl0cro1tMj(mffl)O6rn. Gnnoo(B«5ia)06)so<T : |o 
ajcra fflegottnffi/leijo eojDOc&^jfflfflercjjc&ego 

(3iacQ)(r»c0«)oa3 rarajcuaD^aiTjgjsicaiOSTBjggcnjo caraS oil eiocruo 
nj^c9«»fflejo«5n5K5ijmocQ) ffl6rn1e<r»o(3cmoj<&>a3 (nlfflrnjltSSijcrncoiosrTD. 
2isTT)1cBCD)0^ajDOjca>a3 rus>1 Gnnoo63T3«8 csra) cu ao^ s> <t_| 

6 ica. 06 nejgg (3raeoJcM3ca>c/8 gra 630aDlmil«si5 15 - 11 - 2013 -cn ajcnj 
ca>1§1cQ)1ra1c3S)6mo. (moacrulijj <ft.l§jonD a6m1ecc!)0(3ajDOjcft)a3 
ml0cn)1c9S)2am«no6rn. (3^<^eiocru dnnooo 6ifflta>aoooa3 
njosleiocmrocmio aalcKxaiS rarest cmitft. anlolnj daTlsicmcmiiziej. 
cmoacnil^jj ca>1§jcm i3^<^ejocrujca.c^ offioottnocaj <ft>o®6rnajc/8oej;jo 
CTUjIcfcffllcaojamoiej. c&qsjraxaS culaiaesraaS l^-ioi^ enrol 

(3lajcru63i3g1ra3 gra aoniflmilroS cnlomjo ejglcesijcmoiosrn. 

7. DIGITAL POLARIMETER 

• Measurement Scales Angle of Rotation 
International Sugar Scale (without temperature 
compensation). International Sugar Scale (with 
Automatic Temperature Compensation), Specific 
Rotation, Concentration, Purity and Angle of 
Rotation (Temperature Compensation of Quartz 
plate) 

• Measurement Range: Angle of Rotation -89.999 
to +90.000° or-360 to +360° 

International Sugar Scale-259 to +259° 

• Resolution Angle of Rotation 0.001°, International 
Sugar Scale 0.001°z 

• Measurement Accuracy: Angle of Rotation 
Displayed value ± 0.005° (-45 to + 45°) 
International Sugar Scale Displayed value ±0.015°Z 
(-130 to + 130°Z) (With a Standard Quartz Plate) 

• Repeatability ± 0.003° Angle of Rotation and+ 
0.009°Z 

• Sensitivity: up to OD2* 

* OD=optical density :ameasure of light absorbance 
OD2 = 1/100 attenuation and 1 % transmission 

• Temperature compensation range for International 
Sugar Scale: 10 % 


• Display Panel: 7.5 inch color LCD (touch screen) 
Measurement wavelength: 589 nm (D-line) 
with cylindrical glass cell, 100mm and 200 mm. 

Schedule 

1. The period for which the rates to be in firm—One 
year. 

2. The rates should be inclusive of sales tax and for 
free delivery at the department concerned, 
otherwise the tender will be rejected. 

3. Advance payments conditions will not be 
considered. 

4. Tender forms are neither transferable nor the cost 
of it will be refundable under any circumstances. 

5. Tender are to be sent with details and illustrated 
pamphlet (wherever necessary) neatly typed. 
Manuscripts should be avoided as far as possible. 

6. Tenders should be accompanied with a formal 
agreement executed in ? 100 Kerala non judicial 
stamp paper together with required sum of Earnest 
Money Deposits. 

7. Earnest Money Deposits (one percentage) of the 
total cost of the articles quoted for can be 
remitted by way of crossed Demand Drafts drawn 
in favour of the Principal, Medical College, 
Thiruvananthapuram. 

8. Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders. 

9. Tenders Unsealed, Unsigned or submitted without 
superscription as specified are liable to be rejected. 

10. Tenders submitted with insufficient Earnest Money 
Deposit will not be entertained. 

11. Belated tenders will not be considered under any 
circumstances. 

12. For Medicines, Surgicals and Materials, Samples 
should be submitted along with the tender. 
Tenders without samples will not be considered for 
selection. 

13. Tenders should bear the signature and full Postal 
address of the tenderers whereever necessary. 

14. The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the tenderers. 

15. Specifications of the items are given in the list. 

16. Negotiation will be made only with the firm 
offering lowest price whose specification conforms 
to the requirements in the tender notification. 

17. Tender will be opened in the presence of such of 
the tenderers or his authorized representative who 
may present at the time. They should have valid 
authorization letters. 

18. More details can be had from this office on 
working hours. 


(8) 


No. Cl/22735(6)/2013/MCT. 30th October 2013. 

Sealed competitive tenders in the form prescribed 
are invited for the supply of Karl Fischer Titrator—1 No. 
for CPS, Medical College, Thiruvananthapuram. 

Tender should be superscribed as tender number 
and addressed to the Principal, Medical College, 
Thiruvananthapuram, Pin-695 Oil. Details can be had from 
this office on working hours till 3.30 p. m. 

Tender No. —207/2013. 

Cost of tender form (VAT inclusive): 

Original—? 420. 

Duplicate—? 210. 

Last date and time for sale of tender form— 

2- 12-2013, 2.30 p. m. 

Last date and time of receipt of tender fonn—3-12-2013, 
2.30 p. m. 

Opening date and time of tender—3-12 -2013, 3 p. m. 

Tender form can be had from the office of the 
Principal, Medical College, Thiruvananthapuram-11 upto 
3 p. m. on working days. Tender forms will be sent 
through post if required provided due amount with 
sufficient postage charge (? 50) is sent by way of Money 
Order in favour of the Principal, Medical College, 
Thiruvananthapuram, Kerala State, Pin-695 Oil. Money 
Order should reach this office on or before 15-11-2013. 
No other forms of remittance will be accepted. 

oil o j cn cn ctcd njjfflo ® 2 ojdI <as> as3 gao egsslaej 
crul. nil. n^cru. ajjln_|0(5§ffli2Ki^1(sejc9ffl rare)cucraij im®) caooasS 
a£)1 n9d (3 (3T3nj0 <3 O (TO 01185)8)617)0 6) nj JOT) 85)100 a)1<mil85) 

g an o o (arm! ss3 3(3<^eio omj ca>a3 <Md6m1 cssij cmj. 

3 c 3 n£ioa® 2 <ft,c /3 <3(8<i£ioanj arxmcBfflosjc&jsl chlaailo) as/toanl^ 
ajam LoJlcr3cn)1o_|oc/3, aacuilcSsiKsS GcftOGgsi, OTilrajcumamnjjfflo- 

695 on a3)cm ojlejocruGsrmlGsS a0G5rm1^l8>lG<fl6)6n3a5)O6if>. 

3(5>^eiomj cnam(3— 207 / 2013 . 

3(3d£jOai) Gn£)0O85T(5)l6)aij (lilej : 

raraaixnS—? 420 . 

cru 

c/aralrycOj^n]—? 210 . 

3^nejooro (SoODOo ail(a3<s6)2ar> raraojcruom GnloaanlcQ^o 

a®ffl<S2)QlJo-2-12-2013, 2.30 26TT>1. 

3(3^>eioom Gaoooo aD/lc&ffllcSs^an rarcoKToom asftoasfltx^o 
arufflcmfijjo— 3 - 12 - 2013 , 2.30 26 rril. 

3(3<^eiocru Gaoooo (rojocssijano (rolQfflanlomjo aruacoxiijo— 

3- 12-2013, 3 26TT>1. 

(Snnoo63i3a3 «5)njoeilo3 (scii6ne(U(3 rare®)® < 66)2010 
(mloojQojsnB raijcft. (? 50 ) rareci)1<ft,20®)1 rare®>®>G<66)6rg85>06n). 
3(3neiooru g an 0 o rskoI 6i og culei 630ore1an1ra3 godo1g§o 
26it>1g®o(3(u)oog®>o ar)/)<ft>ffl1<66)2anQ8i)06Tf). rareep6)85)®>2gg ng)£jo 

raraGnJcMdcSjgjo 0Dlffla®1c9S)jaD«5)O6rn. Ga£)OOGa5T(5)06)SOo ; |o 


ajC3n-|L®163T3(5S3 2G06)85)®)1&Jio GOJDO.fe^filfflO^JcftiegO (313®®)<66)0a3 
rarajcuua^einjgjsicft.oeTiBjggtrojo GatoSculeiooDo oj^oBraita&jOOTKr) 
enjao®) 26n)lG®>0(8cu)O2<ft>c/3 m1e>m)1ce6)2cma5)06TT). 

26nolG®)oc3cu)02<ft>c/3aj(p1 Gnreoo63Bc/3 c3i$mcio^6>nj§} 6)<a>06ne2gg 

(3T5 G nJ c6i9d <6» C/3 gD® SOnOlcruloS 15-11-2013-00 2JOOJ 

c9)1§1(D)1(Dlc0S)6mo. (rooacrolijj <ft>1§2om 26rnlG®0(3cu)O2<ft>c/3 

0)1 (3 07)1 <66)2 07) 85)0 617). 3(3<ieiOO'U GtiOOOo 6)6)<6>200003 
nJ0Slei065T(5)G5)2o 638>1<66)853 C3T8S^| 85)2<ft> 85)1<3l^j <6>1§207>a5>2m£1. 

83)0201)1^12 <®>l§2 fm 3c3^eioari)2<6>c/3 ®)06)85)oa>2 <6>oa>6n)oic/3oei2° 
01)l1c9)ffl1c96)20m85)ei. c9>2SJG5)853 Qj1ai8)6313u3 (.oJ 01,2 851(5)1 

3lcuai)6313gl853 g)® 630a£l1ai)1a53 m1aT>2o £1g1c06)2aT)GS)O6lf>. 

8. KARL FISCHER TITRATOR 
Volumetric Karl Fischer Titrator. 

Should be able to detect 10 ppm to 100% water 
content 

Resolution: 0.01 ml. 

Mode : Blank, Titer, Sample. 

Results units: %w/w, % w/v, ppm, mg, mg/ml. 

Real time clock: For date & time of Titration. 

Report: Result report on display/Document on 
printer & PC. 

Schedule 

1. The period for which the rates to be in firm-one 
year. 

2. The rates should be inclusive of sales tax and for 
free delivery at the department concerned, 
otherwise the tender will be rejected. 

3. Advance payments conditions will not be 
considered. 

4. Tender forms are neither transferable nor the cost 
of it will be refundable under any circumstances. 

5. Tenders are to be sent with details and illustrated 
pamphlet (wherever necessary) neatly typed. 
Manuscripts should be avoided as far as possible. 

6. Tenders should be accompanied with a formal 
agreement executed in ? 100 Kerala non judicial 
stamp paper together with required sum of Earnest 
Money Deposits. 

7. Earnest Money Deposits (one percentage) of the 
total cost of the articles quoted for can be 
remitted by way of crossed demand drafts drawn in 
favour of the Principal, Medical College, 
Thiruvananthapuram. 

8. Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders. 


9. Tenders Unsealed, Unsigned or submitted without 
superscription as specified are liable to be rejected. 

10. Tenders submitted with insufficient Earnest Money 
Deposit will not be entertained. 

11. Belated tenders will not be considered under any 
circumstances. 

12. For Medicines, Surgicals and Materials, Samples 
should be submitted along with the tender. 
Tenders without samples will not be considered for 
selection. 

13. Tenders should bear the signature and full postal 
address of the tenderers whereever necessary. 

14. The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the tenders. 

15. Specifications of the items are given in the list. 

16. Negotiation will be made only with the firm 
offering lowest price whose specification conforms 
to the requirements in the tender notification. 

17. Tender will be opened in the presence of such of 
the tenderers or his authorized representative who 
may present at the time. They should have valid 
authorization letters. 

18. More details can be had from this office on 
working hours. 
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No. Cl/22735(7)/2013/MCT. 30th October 2013. 

Sealed competitive tenders in the form prescribed are 
invited for the supply of Digital Melting Point 
Apparatus—1 No. for CPS, Medical College, 
Thiruvananthapuram. Tenders should be superscribed as 
tender number and addressed to the Principal, Medical 
College, Thiruvananthapuram, Pin-695 Oil. Details can be 
had from this office on working hours till 3.30 p. m. 

Tender No.—208/2013. 

Cost of tender form (Inclusive of VAT): 

Original—? 420. 

Duplicate— ? 210. 

Last date and time for sale of tender form—2-12-2013, 
2.30 p. m. 

Last date and time of receipt of tender form— 
3-12-2013, 2.30 p. m. 

Date and time of opening of tender— 
3-12-2013, 3 p. m. 


Tender forms can be had from the office of the 
Principal, Medical College, Thiruvananthapuram-11 upto 3 
p. m. on working days. Tender forms will be sent through 
post if required provided due amount with sufficient 
postage charge (? 50) is sent by way of Money order 
in favour of the Principal, Medical College, 
Thiruvananthapuram, Kerala State, Pin-695 Oil. Money 
order should reach this office on or before 15-11-2013. 
No other form of remittance will be accepted. 

(mlojdjcnawnjjfflo 6)2)(u51<flS)ra8 G<ft>0Ggssl6)£i crol. nil. n^cro. 
<m1n_|0(3§fflaaij1(i£jceffl raraiajaD^fflocQ) anlssloraS 6>aG53gl6si3 
cb njo co/1 rarenjofflgcru-i nj)6mo culcmosmo sinjcgijcmcmlcn 
cnlaailKS) GnCoocarmlraS mjiasxunj adneiocrojcac/a cMd6mlnjj 
sicftoggjcmj. fl(3<^ejorrujca>a3 ad^acm arxniGfflosjdftjsl 
cnlc/Onilcm cmlcDicmlcOOjmjmj (.MlcrcicTOlojoc/a, ffl mod «) co3 
GdftOGgES, 85)1fflJ(U<DCW)nJJ(ao-695 Oil n£)(m (Ul £1 0 CTO (310)1 (03 
a®B5Tml^jlffl1ec8S)6TTe8»06rn. 

[ 3 c 3 <i£jo<tu cnamc 3 —208/2013. 

3(3nejO(TU (BnOOOR5K5il6Klg QjlGJ : 
rarecrocaiS—? 420. 

cru 

oaffllnjcft.dnj-^ 210. 

adS^ejocro GaGooo oilcoSeeffljom caraojcroocn cmlcmcmlcffijo 

(TOfflCQXUJo-2-12-2013, 2.30 2)6m1. 

racS^ejocru csnoooo crojlcftralcesijcm rarecucruocn crolcoxrotojo 

(TOfflCQXUJo-3-12-2013, 2.30 2)6m1. 

adi^Giocro cm jo <S 6 > j cm crolooxm'loffljo cruacmaijo— 

3-12-2013, 3 2)6TT)1. 

Gn£0O6SB(/3 (OlnJOGlIcoS CBCUSTTSCU^ C3T9 <S2) C® c86) J (TO 
cmlcnjcscusne cmjeft (? so) rare ail <ft) a o coil rare<n>od>Gc06)6n5«5>O6m. 
bcS^giocto g an o o raiml a ai) qjIgj 630n£°)rro1ra8 GcnolG§o 
i2ismlGcn)oc3ajDOOGcn>o cruj°lca>ffllc0ffljcmcmo6rn. rareGJoacmcojjgg n(j)&jo 
caraGnJcM/cSjgjo cn1fflcm1c9S)jaD«j)06m. GnCOOGcarmoosonjo 
fflJLC3nJt«5)63T3GgO ffiGOfflcmaHeiJo GOJJOcftU^fflaai^cft.GgO (3T3CD)cn)c0fflOn5 
(3ia)ajcra i ! > 6)n : |§j6)cft)Osnsjgg(rojo GmroSajl&iacTOo cu^tecm 

aeiocOTmcmiaocffi a 6 mlGcmodSajDOi<ft>c /3 cnlocrulcsoicmcmosrn. 

6 V) o O o 

msmlGcmocSajoojtfec^aiipl Gn£0O63Bc/3 rare)Oicmffl<-LjSig><ft>06ngi33 
c 3 raGnj<ft>adc 9 >a 3 gdt > 630 nn°lcru 1 cn 3 15-11-2013-cn ffijcnl 
tft. 1 § 1 cr!) 1 ra 1 ces) 6 mo. cmoacrolnjj ca> 1 §jcm a 6 mlG<i»odcu)ojca>a 3 
cnlfflcrulcsffljcmcmosm. adS^Giocro Gnoooo fflG><ft>aoooa 3 

nJOslGJOcnrmcmjo fflolcoaraS rarest «nica> cmlcalnJi ca.1s)cm«»ii2iGj. 
cmofflcnjlnjj ift>1§jaD adS<^Giocrojcft>(/3 eoioarawraj dftorasmajc/DOGjjo 
cm 1 1 cft> calces) j cm cm £j. dftjsjcroraS oil cu ra 6313 c/3 (.njcn^rarml 
a1ciKTO63Bg1ra3 gjcD aonolcrolcaS cnlcmjo Gielcesjcmcroosm. 

10. DIGITAL MELTING POINT APPARATUS 

The video camera equipped Melting Point Apparatus 
for the automatic determination of melting and Boiling 
points. The apparatus shall have a real time video display 
in 6 x magnification. Should be compliant with 
Pharmacopeia methods including PH. EUR. 6.1.2.2.60, USP 
XXI 741, IP and JP and with GLP/GMP compliant 
protocols. 


Specifications 


Tender Schedule 


Manual melting point 
determination 

Manual 

Manual boiling point 
determination 

Manual 

Automatic melting point 
dtetermination 

Automatic 

Automatic boiling point 
determination 

Automatic 

Positions for melting point 
capillaries 

3 

Positions for boiling point 
capillaries 

1 

Storable methods for melting 
point 

50 

Storable methods for boiling 
point 

50 

Precision magnifying lens 

Yes 

Magnification of lens 

2.5 x 

Digital camera 

Yes 

Video function 

Yes 

Video run time 

350 min at l°C/min, 
700 min at 0.5°C/min 

Magnification, Display 

6 x 

Display Colour, 

TFT, 320 x 240, 3.5" 

Determination temperature range 

Ambient +10°C to 

400°C 

Temperature resolution 

0.1°C 

Accuracy melting point at 
0.5°C/min up to 250°C 

+/- 0,3 °C 

250 to 400°C 

+/- 0,3°C to +/-0,5°C 

Repeatability melting point at 
0.5°C/min 

+/-0, 1°C 

Accuracy boiling point at 

1,0°C/min up to 400°C 

+/-0,5°C 

Repeatability boiling point at 
1.0°C/min 

+/-0,3°C 

Temperature gradients, °C/min 

0.1, 0.2, 0. 5, 1, 2, 5, 
10 , 20 

Heat-up time (50°C-350°C) 

- 4 min 

Cool-down time (350°C-50°C) 

- 13 min 

Electrical supply 

100-240V (+/-10%), 
50-60 Hz 


1. The period for which the rates to be in firm- 
One year. 

2. The rates should be inclusive of sales tax and for 
free delivery at the department concerned, 
otherwise the tender will be rejected. 

3. Advance payments conditions will not be 
considered. 

4. Tender forms are neither transferable nor the cost 
of it will be refundable under any circumstances. 

5. Tenders are to be sent with details and illustrated 
pamphlet (whereever necessary) neatly typed. 
Manuscripts should be avoided as far as possible. 

6 . Tenders should be accompanied with a formal 
agreement executed ? 100 Kerala non-judicial- 
Stamp Paper together with required sum of Earnest 
Money Deposits. 

7. Earnest Money Deposits (One Percentage) of the 
total cost of the articles quoted for, can be remitted 
by way of crossed Demand Drafts drawn in favour 
of the Principal, Medical College, 
Thiruvananthapuram. 

8 . Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders. 

9. Tenders unsealed, unsigned or submitted without 
superscription as specified are liable to be rejected. 

10. Tenders submitted with insufficient Earnest Money 
Deposit will not be entertained. 

11. Belated tenders will not be considered under any 
circumstance. 

12. For Medicines, Surgicals and Materials, Samples 
should be submitted along with the tender. Tenders 
without samples will not be considered for 
selection. 





13. Tenders should bear the signature and full postal 
address of the tenderers wherever necessary. 

14. The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the tenderers. 

15. Specifications of the items are given in the list. 

16. Negotiation will be made only with the firm 
offering lowest price whose specification conforms 
to the requirements in the tender notification. 

17. Tender will be opened in the presence of such of 
the tenderers or his authorized representatives 
who may present at the time. They should have 
valid authorization letters. 

18. More details can be had from this office on 
working hours. 
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No. C l/22735(8)/2013/MCT. 29th October 2013. 

Sealed competitive tenders in the form prescribed are 
invited for the supply of Multiparameter Tablet Testing 
device—1 No. for CPS, Medical College, 
Thiruvananthapuram. Tenders should be superscribed as 
Tender Numbered and addressed to the Principal, Medical 
College, Thiruvananthapuram, Pin-695 Oil. Details can be 
had from this office on working hours till 3.30 p. m. 

Tender No.—209/2013. 

Cost of tender form (Inclusive of VAT): 

Original—? 1,050. 

Duplicate— ? 525. 

Last date and time for sale of tender form—2-12-2013, 
2.30 p. m. 

Last date and time of receipt of tender form— 
3-12-2013, 2.30 p. m. 

Date and time of opening of tender— 
3-12-2013, 3 p. m. 

Tender forms can be had from the Office of the 
Principal, Medical College, Thiruvananthapuram-11 upto 3 
p. m. on working days. Tender forms will be sent through 
post if required provided due amount with sufficient 
postage charge (? 50) is sent by way of Money Order in 
favour of the Principal, Medical College, 
Thiruvananthapuram, Kerala State, Pin-695 OIL Money 
Order should reach this office on or before 15-11-2013. 
No other form of remittance will be accepted. 
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a®cru. <mliT : |O(3§0(2onj1(i£j<flo rarajcuoa^fflocQ) ao3§1 nJOffloalocS 
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rruacoxujo—3-12-2013, 2.30 2 i 6 m 1 . 
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Gt06)6reo)O6rr). 2i6nDlGcmo(3(u)ojca>o3 15-11-2013, 3 2i6ro1c06) 
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GO6U6)o_jSJOT3)0OT3)O)Jo (3)02KTOlsJ El @1 c06) J CTO O) J 2) 0 03) 
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II. MULTIPARAMETER TABLET MACHINE 

Testing of five essential physical parameters: 
hardness, thickness, diameter/length, width and weight of 
a tablet. Equipped with the Auto Alignment device, even 
the most difficult of tablet shapes are automatically 
aligned properly to prevent erroneous hardness 
measurements. 

Two hardness measurement principles “Constant Speed” 
or “Constant Force” with a measuring range of up to 
500 or 1000 N can be applied to match existing testers 
on the market. 

Meets the USP chapter 1217 requirements: three points 
calibration and tablet orientation. 

Optional Accessories 

Balance: Mettler, Sartorius or Precisa 

Digital caliper 


The Q-Doc Quality Documentation Software with a 
PC. Q-Doc permits storage of a large number of methods 
as well as test reports. Customized reports are also 
possible. Q-Doc is a validated Windows 2000/XP/Vista 
software which fully complies with 21 CFR Part II. 
Q-Doc is also available with LIMS capabilities. 


Specifications 


Measurement 

: Constant Speed, 

Principles 

: Constant Force 

Range 

: 0.05 - 2.5 mm/min 


10-99 N/sec 

Measurement Range 


Hardness 

: 5 - 500 (+/-] N) 

Accuracy 

: 10 - 1000 (+ 1-2 N) 

Diameter/Length 

: 0.00 - 30.00 mm 

Accuracy 

: +/-0.05 mm 

Thickness 

: 0.00 - 18.00 mm 

Accuracy 

: +/-0.05 mm 

Weight 

: 50 mg - 5 g 

Accuracy 

: +/-0.2 mg 

5 g - 30 g +/-1 mg 

Power 

: 230 V/50 Hz 


Tender Schedule 

1. The period for which the rates to be in firm 
One year. 

2. The rates should be inclusive of sales tax and for 
free delivery at the department concerned, 
otherwise the tender will be rejected. 

3. Advance payments conditions will not be 
considered. 

4. Tender forms are neither transferable nor the cost 
of it will be refundable under any circumstances. 

5. Tenders are to be sent with details and illustrated 
pamphlet (whereever necessery) neatly typed. 
Manuscripts should be avoided as far as possible. 

6. Tenders should be accompanied with a formal 
agreement executed in ? 100 Kerala non-judicial- 
Stamp Paper together with required sum of Earnest 
Money Deposits. 

7. Earnest Money Deposits (One Percentage) of the 
total cost of the articles quoted for, can be remitted 
by way of crossed Demand Drafts drawn in favour 
of the Principal, Medical College, 
Thiruvananthapuram. 


8. Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders. 

9. Tenders unsealed, unsigned or submitted without 
superscription as specified are liable to be rejected. 

10. Tenders submitted with insufficient Earnest Money 
Deposit will not be entertained. 

11. Belated tenders will not be considered under any 
circumstance. 

12. For Medicines, Surgicals and Materials, Samples 
should be submitted along with the tender. Tenders 
without samples will not be considered for 
selection. 

13. Tenders should bear the signature and full postal 
address of the tenderers wherever necessary. 

14. The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the tenderers. 

15. Specifications of the items are given in the list. 

16. Negotiation will be made only with the firm 
offering lowest price whose specification conforms 
to the requirements in the tender notification. 

17. Tender will be opened in the presence of such of 
the tenderers or his authorized representatives who 
may present at the time. They should have valid 
authorization letters. 

18. More details can be had from this office on 
working hours. 
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No. C l/22735( 10)/2013/MCT. 29th October 2013. 

Sealed competitive tenders in the form prescribed are 
invited for the supply of Digital Tele Thermometer—1 No. 
for CPS, Medical College, Thiruvananthapuram. Tenders 
should be superscribed as Tender Number and addressed 
to the Principal, Medical College, Thiruvananthapuram, 
Pin-695 Oil. Details can be had from this office on 
working hours till 3.30 p. m. 

Tender No.—211/2013. 

Cost of tender form (Inclusive of VAT): 

Original—? 420. 

Duplicate— ? 210. 




Last date and time for sale of tender form—2-12-2013, 
2.30 p. m. 

Last date and time of receipt of tender form— 
3-12-2013, 2.30 p. m. 

Date and time of opening of tender— 
3-12-2013, 3 p. m. 

Tender forms can be had from the Office of the 
Principal, Medical College, Thiruvananthapuram-11 upto 3 
p. m. on working days. Tender forms will be sent through 
post if required provided due amount with sufficient 
postage charge (? 50) is sent by way of Money Order in 
favour of the Principal, Medical College, 
Thiruvananthapuram, Kerala State, Pin-695 Oil. Money 
Order should reach this office on or before 15-11-2013. 
No other form of remittance will be accepted. 

RrflajajrrKTiDnjjfflo 6)2KUL>lce6X!58 e<&>0Ggefl6)£i mil. nil. ng)rru. 

ajDln_jO(3§jaaa^1cBejc0ffl csraj<u c/a ^ ao w cuilssloraS asefl 
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raracroraS—? 420 . 
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(.njIaScnilnjoglaog aonDlcrulKsS oblcmjo (n-imairaiml Bl<ncru63i3g1(a3 
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15. Digital Tele Thermometer 

• Temperature-range:—50° to 150° Celcius. 

• Accuracy/Resolution:—Within + 0.1 °C between 
20°C to 50°C; rest of range, within 1°C. 

• Response Time:—Initially, one minute for 
thermal stabilisation; thereafter within 5 
seconds for subsequent variations. 

• Sensors/Probses:—IC probe that is 

encapsulated in epoxy; easily sterilisable; 

(a) Internal type, for Esophageal or rectal 
use; 

(b) Surface type, for skin temperature use. 

• Each sensor shall be provided with 15 feet 
cable. 

• Channel Selection:—From 1 to 12 channels, as 
per individual customer requirements. Selectable 
by means of Rotary switch. 

• Power Source:—220 or 110 Volts/50 Hz/ 
1 ampere. 

Tender Schedule 

1. The period for which the rates to be in firm 
One year. 

2. The rates should be inclusive of sales tax and 
for free delivery at the department concerned, 
otherwise the tender will be rejected. 

3. Advance payments conditions will not be 
considered. 

4. Tender forms are neither transferable nor the cost 
of it will be refundable under any circumstances. 

5. Tenders are to be sent with details and illustrated 
pamphlet (wherever necessary) neatly typed. 
Manuscripts should be avoided as far as 
possible. 

6. Tenders should be accompanied with a formal 
agreement executed ? 100 Kerala non-judicial- 
Stamp Paper together with required sum of 
Earnest Money Deposits. 

7. Earnest Money Deposits (One Percentage) of the 
total cost of the articles quoted for, can be 
remitted by way of Crossed Demand Drafts 
drawn in favour of the Principal, Medical College, 
Thiruvananthapuram. 

8. Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders. 


9. Tenders unsealed, unsigned or submitted without 
superscription as specified are liable to be rejected. 

10. Tenders submitted with insufficient Earnest Money 
Deposit will not be entertained. 

11. Belated tenders will not be considered under any 
circumstance. 

12. For Medicines, Surgicals and Materials, Samples 
should be submitted along with the tender. Tenders 
without samples will not be considered for 
selection. 

13. Tenders should bear the signature and full postal 
address of the tenderers wherever necessary. 

14. The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the tenderers. 

15. Specifications of the items are given in the list. 

16. Negotiation will be made only with the firm 
offering lowest price whose specification conforms 
to the requirements in the tender notification. 

17. Tender will be opened in the presence of such of 
the tenderers or their authorized representatives 
who may present at the time. They should have 
valid authorization letters. 

18. More details can be had from this office on 
working hours. 
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No. C1/18615/2013/MCT. 31st October 2013. 

Sealed competitive tenders in the form prescribed are 
invited for the supply of Centrifuge High speed 
Refrigerator—1 No. for Microbiology, Medical College, 
Thiruvananthapuram. Tenders should be superscribed as 
Tender Number and addressed to the Principal, Medical 
College, Thiruvananthapuram, Pin-695 Oil. Details can be 
had from this office on working hours till 3.30 p. m. 

Tender No.—212/2013. 

Cost of tender Form (Inclusive of VAT): 

Original—? 525. 

Duplicate— ? 263. 

Last date and time for sale of tender form—6-12-2013, 
2.30 p. m. 

Last date and time of receipt of tender form— 
7-12-2013, 2.30 p. m. 

Date and time of opening of tender— 
7-12-2013, 3 p. m. 


Tender forms can be had from office of the Principal, 
Medical College, Thiruvananthapuram-11 upto 3 p. m. on 
working days. Tender forms will be sent through post if 
required provided due amount with sufficient postage 
charge (? 50) is sent by way of Money Order in favour 
of the Principal, Medical College, Thiruvananthapuram, 
Kerala State, Pin-695 Oil. Money Order should reach this 
office on or before 20-11-2013. No other form of 
remittance will be accepted. 
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Specification Of High Speed 
Refrigerated Centrifure 

> Should have minimum centrifugal speed of 
17500 rpm. 

> Relative centrifugal force (RCF) Max. 30,130 X g 

> Temperature range-110 C- + 400C 

> Basic machine should be supplied along with 1VD 
License. 

> Should have dials and digital display for easy 
setting 

> Should have an aerosol- tight rotor for 30 X 1.5, 
2 ml tubes 

> Acceleration time to maximum rpm should be less 
than 14 seconds 

> Should have memory capacity of 50 programmes. 

> Rotor should run with or without lid 

> Should have Automatic rotor recognition with speed 
limitation 

> Should have soft break function for smooth 
stopping of rotor 

> Should be capable of running 8 PCR strip or 24 
position spin columns 

> Should have automatic switch off function after 
user adjustable time 

> Should use CFC free refrigerant for refrigeration 
system 

> Should have facility for pre setting the programme 
via date & time to have the centrifuge refrigerated 
and ready to use at the pre selected time 

> Should have built in facility to drain and eliminate 
water accumulation 

> The motor should be brushless type 

> Should have facility for automatic imbalance 
detection 

> Rotors should be autoclavable. 

> Should a separate short spin key 

> Should have rotor for 15ml and 50ml tubes. 

> Should have rotor for cryo tubes 

> Should have swing out rotor for MTP and PCR 
plates. 

Tender Schedule 

1. The period for which the rates to be in firm 
One year. 

2. The rates should be inclusive of sales tax and for 
free delivery at the department concerned, 
otherwise the tender will be rejected. 


3. Advance payments conditions will not be 
considered. 

4. Tender forms are neither transferable nor the cost 
of it will be refundable under any circumstances. 

5. Tenders are to be sent with details and illustrated 
pamphlet (wherever necessary) neatly typed. 
Manuscripts should be avoided as far as possible. 

6. Tenders should be accompanied with a formal 
agreement executed ? 100 Kerala non-judicial- 
Stamp Paper together with required sum of Earnest 
Money Deposits. 

7. Earnest Money Deposits (One Percentage) of the 
total cost of the articles quoted for, can be remitted 
by way of crossed Demand Drafts drawn in favour 
of the Principal, Medical College, 
Thiruvananthapuram. 

8. Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders. 

9. Tenders unsealed, unsigned or submitted without 
superscription as specified are liable to be rejected. 

10. Tenders submitted with insufficient Earnest 
Money Deposit will not be entertained. 

11. Belated tenders will not be considered under any 
circumstance. 

12. For Medicines, Surgicals and Materials, Samples 
should be submitted along with the tender. 
Tenders without samples will not be considered for 
selection. 

13. Tenders should bear the signature and full postal 
address of the tenderers wherever necessary. 

14. The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the tenderers. 

15. Specifications of the items are given in the list. 

16. Negotiation will be made only with the firm 
offering lowest price whose specification conforms 
to the requirement in the tender notification. 

17. Tender will be opened in the presence of such of 
the tenderers or their authorized representatives 
who may present at that time. They should have 
valid authorization letters. 

18. More details can be had from this office on 
working hours. 

(Sd.) 

For Principal. 


Medical College, 
Thiruvananthapuram. 


TENDER NOTICE 

No. C/3171/2013/DCK. 28th October 2013. 

Sealed tenders are invited for the supply of Books to 
Government Dental College, Kottayam. 

Tender No.^10/2013 

Cost of tender form—? 1,050. 

Last date of receipt of tender—3-12-2013. 

The tender should be superscribed Tender No. 40/13 
due on 3-12-2013 and addressed to the Principal, 
Government Dental College, Kottayam. Late tenders will 
not be accepted. The tenders will be opened at Dental 
College, Kottayam on 4th December 2013 at 11 a. m. in the 
presence of such of the tenderers or their authorized 
representatives who may be present at that time. 

Intending tenderers may obtain tender from the 
undersigned on cash payment during office hours i.e., 
10 a. m. to 3 p. m. upto 2-12-2013. Cheques, Drafts, Stamps 
etc. will not be accepted towards the cost of tender form. 
Duplicate tender forms can be obtained on additional 
payment per copy. The tender form is not transferable and 
cost is not refundable. The undersigned reserves the right 
to cancel the tender at any time partially or completely 
without specifying any reason. 

Tender form will be supplied to the firms by 
Registered Post subject to cash payment by Money Order 
inclusive of Postal Charges ? 50. Money Orders will be 
accepted only up to 18-11-2013. 
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Government Dental College, (Sd.) 

Gandhinagar P. O., Kottayam. Principal. 

TENDER NOTICE 

No. C2/19230/2013/MCTCR. 28th October 2013. 


Sealed competitive tenders in the prescribed 
forms are invited for the supply of the following items 
required for Medical College, Thrissur. 


SI. 

Tender No. and 

Name of 

No. 

Name of equipment 

Depatment 

1 

55/2013-14/MCTCR—Laryngeal 
mask airway 

Anaesthesiology 

2 

56/2013-14/MCTCR—Mannequins 

do. 

3 

57/2013-14/MCTCR—Chemicals 

Pathology 

4 

58/2013-14/MCTCR—Reagent 

Biochemistry 

5 

59/2013-14/MCTCR—Glasswares 

Various 

Department 


Cost of tender form: 


Original—? 1,050 for SI. Nos. 1, 3, 4, 5 and 
? 1,575 for SI. No. 2. 

Duplicate—? 525 for SI. Nos. 1,3,4, 5 and ? 757 
for SI. No. 2. 

Date and time of closing of tender sale by M. O.— 
20-11-2013, 4 p. m. 

Date and time of closing of tender sale by cash— 

9- 12-2013, 4 p. m. 

Last date and time for receipt of sealed tenders— 

10- 12-2013, 1 p. m. 

Opening date and time of tender—10-12-2013, 
2.30 p. m. 

The tender forms and further details such as 
specification and general conditions etc. can be had from 
the office of the Principal, Government Medical College, 
Thrissur-680 596. Those who wish to get the tender form 
by post should send ? 50 extra by Money Order towards 
postage charge for each tender. 
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Government Medical College, (Sd.) 

Thrissur. Principal. 

TENDER NOTICES 

( 1 ) 

No. S2-6210/2013/HDS. 28th October 2013. 

Sealed tenders in the prescribed performa are invited 
for the supply of the Consumable to Cath Lab on running 
contract for one year to the Government Medical College 
Hospital, Kozhikode. 

Superscription Tender Number—No. S2-6210/13/HDS. 

Price of tender (in duplicate) ST (Cash only/ 
Money Order)—? 2,176. 


Last date and time of receipt of tender—28-11-2013, 
5 p. m. 

Last date and time for closing of sale of tender 
forms—27-11-2013, 3 p. m. 

Date and time of opening of tender—29-11-2013, 
12 Noon. 

Date upto which the rates are to be firm—30-11-2014. 

Address of officer from whom tender forms are 
to be obtained and whom tenders are to be sent— 
The Superintendent, Medical College Hospital, Kozhikode-8. 
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( 2 ) 

No. S2/6211/2013/HDS. 28th October 2013. 

Sealed tenders in the prescribed forms are invited 
for the supply of the Consumables to HDS Cath Lab on 
running contract for one year from Manufacturers/ 
Authorized wholesale dealers to the Government Medical 
College Hospital, Kozhikode. 

Superscription tender number should be specifically 
noted—S2/6211/13/HDS. 

Price of tender (in duplicate) ST Cash only/ 
Money Order—? 2,519. 

Date and time for close of sale of tender forms— 
27-11-2013,3 p. m. 

Date and time of receipt of tender—28-11-2013, 5 p. m. 

Date and time of opening of tender—29-11-2013, 
12 Noon. 






Date upto which rates are to be firm—30-11-2014. 

Address of officer from whom tender forms are 
to be obtained and whom tenders are to be sent— 
The Superintendent, Medical College Hospital, Kozhikode-8. 
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Medical College Hospital, (Sd.) 

Kozhikode. Superintendent. 

TENDER EXTENSION NOTICE 

No. S4/11392/2013/MCC. 17th October 2013. 

Sealed and competitive tenders in the prescribed 
froms are invited from the manufacturers or authorized 
dealers for the supply of Iron Chamber Survey Meter 
(1 No.) to the Department of Nuclear Medicine, 
Government Medical College, Kozhikode. 

Estimated cost—? 2,50,000. 

Superscription tender number—S4/11392/2013/MCC 
for the supply of Iron Chamber Survey Meter to the 
Department of Nuclear Medicine 

Cost of tender form : 

Orginal—? 525. 

By post—? 575. 

Last date and time of sale of tender form by post— 
23-11-2013, 3 p. m. 

Last date and time for sale of tender form—29-11-2013, 

3.30 p. m. 

Due date and time for receipt of tender—30-11-2013, 
11a. m. 

Date and time of opening of tender—30-11-2013, 

11.30 a. m. 


Date up to which the rates are to be firm—31-3-2014. 

Person to be addressed for buying and submitting 
tender form—Principal, Medical College, Kozhikode, Kerala, 
India, Pin-673 008. 

Tender forms and details of tender can be had from 
the Office of the Principal, Medical College, Calicut 
during working hours. (Phone: 0495-2350212). Tender 
should be superscribed with Tender Number as specified 
above. The tender should be submitted along with an 
agreement signed and executed in Kerala Stamp Paper 
worth ? 100 and Earnest Money Deposit @ 1% of quoted 
price. Stamp Paper will be supplied to the firms outside 
Kerala, on request, along with the remittance of ? 150 
(?100 towards the cost of Stamp Paper and ? 50 as 
incidental charge) by Money Order taken in favour of the 
Principal, Govt. Medical College, Calicut. Specimen copy of 
the agreement is annexed with the tender form. 

Rates should be quoted in Indian Rupees only. All 
the taxes applicable is to be clearly mentioned. Freight, 
Insurance, Loading, Unloading, Erection and Commission 
charges and Installation should be borne by the tenderer. 
Payment also will be made in Indian Rupees. 

The tender without required Earnest Money Deposit, 
agreement and not satisfying other tender conditions are 
liable to be rejected without further notice. Tender form is 
not transferable. Cheque, Draft, Postage Stamps etc. will 
not be accepted towards the cost of tender forms. 
Duplicate copy of tender form can be obtained on 
payment of cost. 

The tender will be opened as detailed above. Belated 
tenders will not be accepted. 

Special Conditions 

1. The brochure issued by the manufacturer in original 
should be attached. 

2. The firm should be arranged demonstration at his 
own cost if requested. 

3. Warranty: Minimum 2 years. 

4. AMC and CAMC: Minimum 5 years. AMC and 
CAMC rate (To be mentioned separately) will be 
considered for selection if necessary. 

5. No advance payment will be made. 
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2)085>icft> 3(3 rl £10(TO (SciD 008510)1(03 (3130)J6DJOU)210CQ)1 CijJ(38510)1§J6n§. 

oil£1 @000)^03 OJoJCQllasS <J8)6)J6)rySja51O)1cQ>1(0l(S ( 96)6Ile(a)O6ri). 

aoltfejasilcftigjo 2igjo ffloieqj6)o nj(002i(3oo1(Bc96)6n§(a)06n). cftsastro, 
goo3niiioa3oo, tftCDiglOcOO, w (am00021 (.col<ft>«3 anno nil ,96)853, 
eft, 22)1 o9d(l3 n®0T>1 6)nJ£1 OJJ cft>C/3 3(3>^£10 OOJcftiOtOaS OOJCQlo 
(1J abl G c96) 6113 (0)0 6TT). 65)Jcft, 0) 853 eft, J CD) 85) §5(85)^03 (OJoJOlOlO 
CQ)l8)1c96)Jo. 

6)ffloi<ft,1 £ie1 <96)2 cmasijo 21 85)1 w 0 w ail® an to oi^o, 
00 22) 85) oJ(.85)o, 210 3(3<^£10OO (11^ OJ OU£ cft,(/3 o(J)Cro1clJ 

nJO£l1c06)aO1O)(O)J2)O<lQ) 3^ri£1000Joft,w3 2)6)()0(0Olc!C»1ri ; jJo ta,2SO6)a5)(0)fflOT) 
0)1aoo1c96)joT)a))06rn. 3(3n£iocro Ganocio 6)6)c9,2)ogo 6)nj<go(i3 
nJ0S)338))£J. 3(3<^£J00n) Ga£100(ai0)l6)03 Oj|£1C3Q)OCE»1 2)6I1)1 gcQ>0(3(U)c 3 
6)tf>l6)cft, 216)00(mjo O0)l1oa,ffl1<S6)JOT)(a)£J. 3c3™£J0ai) GaC 00 8585)10) 
CU)^clJ|G< 96)() Oll£J 0)853,9,1 0106313001^00)85)061)). 3(3^£10(T02eft,t(3 
(0)06)ip cro2nJl ( jj1^|1o1cS6)jor)(0)jLnJcft,0fflo 3(3^£ioai);j<ft>o®6>a$Gci5)o 
(313o 0)1 eft, ^85) (.oJ 85)1 0)1 (JL)1 CO) 2 6) S G 60) 0 01)0 01)1(11)^8585)1853 

O5)JOc06)jOT)85)0600. 

o)l 6 mo\i) 0 ) dft,c/3 

1. 0)1(322)0 85)0 011 853 0)1 ODJgg 6)6)eft,oJJ 01) 85) eft,o 85)0)85) 
3(3(i£IOOol6)0)0(jjo ai)2)3n_jlG,96)6ri385)06lf>. 

2. (313)OJ(/3 i !j6)iT : |S20T)nJeftado 3(3<^£10 01) J cft>0 003 01)1085)0 
6)nJ£JOl1a53 (T0 0 (JO 0)00021 (.0)1 eft, «3 aJffllGaDOCJDO)Cffie96) 
OjlGCJD(S2)210Gc96)60ea5)06n). 

3. (110061131 eiJjaj6313l(!C!)a)) 2 OJ(3n9do 0)1(36111011)0. 

4. (110(3 oftdlcft, OIDOcft,) Oo_|61T)1, 01)25(0) C110(3oSdlcft, (3130eft,)0 

O O o (oJ ’ OOO 

oJ6m1 (i12ffl26313ldQ)85) 5 Cljc3oi1o 0)1(36T1JO\1 )o) O)1ac06)Jcft,o3 
6)dJGqj6)o oojiilrij1ij1alGca6)6reaj)06n). ani) cm c®^ 6)2) 83,1853 
0000)0) O002X0)1<ft,gJ6)S 6)85)8)6)61!)1(5)SJojl00 600) 0)1ffle96)Jeft,a3 
nJffl1l06m1c96)JOD85)0600. 

5 . 2)ja0eft,j(3 asijcft, 0)853cft,j(ma5)£j. 

Office of the Government 

Medical College, (Sd.) 

Kozhikode. Principal 


TENDER EXTENSION NOTICE 

No. S1/5799/2013/HDS. 25th October 2013. 

Sealed tenders in the prescribed form are invited for 
the supply of the following Equipments required for 
Emergency Medicine Dept, of Medical College Hospital, 
Kozhikode. 


SI. 

No. 

Name of Items 

Quantity 

1 

Spine Board 

3 Nos. 

2 

Head Immobiliser 

3 „ 

3 

Hard Cervical Collar 

5 „ 

4 

Mannual Suction Unit 

3 „ 

5 

Airway Devicer 

1 „ 

6 

Fluid Warmer 

2 „ 

7 

Crash Trolly 

2 „ 


PAC—? 2,97,950. 
E. M. D.—1 %. 


Superscription tender No. should be specificially noted 
as S1/5799/13/HDS. 

Price of tender (in duplicate) ST cash only/ 
Money Order—? 682. 

Date and time of close of sale of tender form— 
9-12-2013 at 3 p. m. 

Date and time for receipt of tender—10-12-2013 
at 5 p. m. 

Date and time for opening of tender—11-12-2013 
at 12 Noon. 

Date up to which rates are to be firms—28-2-2014. 

Address of officer from whom tender forms are 
to be obtained and whom tenders are to be sent—The 
Superintendent, Medical College Hospital, Kozhikode-8. 

Gcft»01Pl Gc96)0 S 6)2)(U)1 c 06)853 Gcft,OGgS8l6)£J a® 2)(3S3(l301)1 
6)2)(ujlcn)1n3 <m1<jp(3§6)2)ci$lG£jce6) (3T3)aiuo^2)0<s2) 85)06)ip njocrejam 
gnJdft,8>61D63BC/3 CID6)6)nJ 6)^<g2anD85)l0) 0)1<mfl85) GaO008513)1853 
cruloS s>dJW(S) 6)S6iBOjcft>u3 dft&i6n)liq)6)dfti033iciT)i. 


(cM 

odctuc3 

6Dcn(u1(ue)o 

C3Tdgdl 

i 

(TU6)oJCQ)1(l3 G61U0(3CU) 

3 a ffl s lK 0 

2 

6)orXU) gG22)061Ul6)6)£JCrU(3 

3 „ 

3 

rLOO^OJD 6)(T1)(3(Ulcft6)853 Gcft,Og^ 

5 „ 

4 

2)omj8s3 crucftaici3 <n)]6m1o 

3 „ 

5 

a®<S))^G(U (U)l6)6)(UCn)^ 

1 „ 

6 

a£gJCQ)1ajD (UO(32)<3 

2 „ 

7 

t,cft>0o3d G(.S0g1 

2 „ 


(313S8ft,S58 asijcft,-? 2,97,950. 

0)1(385)1.3(11^0-1 %. 










6)S6ng(3 (3ra<i»c!C»c86)jcm cftaiolao^joftglraS 3(3<^ejocru 0)cnj(3 
o 0 cri).i/ 5799 / 2013 /HDS r 4 )cim ru^ceanmocffil ca>06m1^jl(al(Sc9S)6n§cmo6nD. 

s)ssns(3 (BtiDooraraflona oilej—? 682 . 

6)S6rr§(3 enDooo njIroSceojcm raraaianocn 8»1cc»«5)1<i»jo 

CTUfflCffiajJo-9-12-2013, 3 2160)1. 

6)S6n§(3 encooo dftl<3§6n3 caracncru0cn ffl)leo>tmlojo 
cruacffiaijo—10-12-2013, 5 2)60)1. 

6 )sstb^ (mjOcOffljcm (rolcrara/lcffijo croaoaaijo—11-12-2013, 
12 2)60)1. 

6)S6neol«53 niomijano cn1fflc9S)jca>a3 L^o^^i®K5ilejlralG<e«>sn§ 
raratuoroocn (rolcoxml— 28 - 2 - 2014 . 

6)S6ng(3 CaDooo dftlgjarxoijo raradDCffi GcOffl 

6ne®)j2io<r» caroSoilejocruo—cruj(.nJ6ne, 6)fflcu)1c9fflra3 (ScftoegES 
rarajcrajaJL®)!, (BcftC)tf>l(Bce6):)s. 

Medical College Hospital, (Sd.) 

Kozhikode. Superintendent. 

TENDER NOTICES 

( 1 ) 

No. S/3932/13/DCC. 28th October 2013. 

Sealed competitive tenders in the prescribed forms are 
invited for the supply of the following Dental Equipments to 
the Government Dental College, Kozhikode-8. 

SI 

Tender Number and Name of Items 
No. 

1 S/3932/13/DCC—Electrical Dental Chairs 

2 S/3933/13/DCC—Electric Dental Chairs (fully 

equipped) 

3 S/3 934/13/DCC—Electrically operated Dental Chair 

4 S/3935/13/DCC—External suction unit, Auto clave, 

Sterilizer with coil & connection 

5 S/4084/13/DCC—Dental materials & Instruments 
Cost of tender forms: 

Original—? 1,260 for SI. No. land ? 420 for 
SI. Nos. 2, 3, 4, 5. 

Duplicate—? 630 for SI. No. 1 and ? 210 for 
SI. Nos. 2, 3, 4, 5 

By Post (M.O.) only—? 1,300 for SI. No. 1 and 
? 460 for SI. Nos. 2, 3, 4, 5. 

Closing date and time for sale of tender forms 
by Post—6-12-2013 at 3 p. m. 

Closing date and time for sale of tender forms— 
13-12-2013 at 3 p. m. 

Last date and time for receipt of tender form— 
16-12-2013 at 4 p. m. 

Date and time of opening of tender—17-12-2013, 
11a. m. 


(Bcft>0(PlGc96)0S 01016036)2)013“ 303)03 (Scft)OGgSjlcSejc06) (3)06)tf> 
6 ) eft 0SJ (313)1 ffll < 06 ) 3 ( 0 ) 6)01)0^(33 gnl eft ffl 60) 6313 o3 0/10)060)0 
6)iiJQg>2CTOOjkejc96) 2)Jt.30U^| 3(3<^eiOCO)J<ft,(A <fliad6O)laJJ6)cft)0ggJCO)J. 

3 ( 3 <^eiom) cncojojo sDcnoilojooijo 

1 0^0)0/3932/13/04)1.(0)1.(0)1.-6Dejcft(Slc96)(33 6)ODO$(38 6 )iiJ0®(3 

2 ryj)(O) j3933/ 13 /01)1.(0)1.(0)1. g)EJ eft (Si<06) 6)01)0^(33 

6)nJ(S(S2)(3cn) (nOJgl tyftcft^ojloi)) 

3 n^j)(TO /3934/13 / 01)1.(0)1.00)1.-g)QJ eft (Sl<06) fill 630(T_|CBOgOU) 

6)ou)oi3ra3 6)nj(Q)(3 

4 n^)0O) /3935/13/01)1.00)1.00)1. a® eft (0)010(360)03 (O)cft3d03 

oc»j 60 )lg, 6)oe§ooB<ftoj, 6)<o)ol6)6)eioo)(3 oilora) ecftocn/loS 
(3T3)0$“ cft6O)cfti(0l3 

5 n^)OOJ /4084/ 13/ 01)1.(0)1.00)1. 6)0U)0l3o3 6)2)g1(31(I»03(0) 0319)01^“ 

ga3ori)(.sj6)2ia^' oru 

3(8(ieiOOO) (Ball DO (313)16)0^ culej : 

63o1ssIodo 3—onom(3 i-on ?i, 260 , (.a 2100001 (3 

2, 3, 4, 5 g>ClKS2)c0S) ? 420. 

ou)^2nil(5cS6)g—o)oii(3 i-on ? 630, (,<&>2)on(m(3 

2, 3, 4, 5 gD0J(S»c90 ? 210. 

0)rd003onpl (n®o.63. 2)0(0)°)-(.dftOl 0 ) 011(3 1 - 01 ) 

? 1,300, i<&, 21 on 001(3 2, 3, 4, 5 
g)(U<S2)c06) ? 460. 

3(3nejooo) enoaoo oi1o3njon oraoi oruo onl <s6)joo) 

0)l(D)0)1(n)Jo 0O)2KD)OJ2o (0)nJ003 2)J(56110D)-6-12-2013, 3 2160)1. 

i3(3(i£joon) enoaoo oiloSnion oraoi oruo onl <s6)joo) 

0)l(D)0)1(n)jo 0O)2KS))OJ2o-13-12-2013, 3 2160)1. 

3(3°mooi) enoooo eje1etS6)6o§ raracnoDocn o/tooflosjo 

(O)210a)(11Jo-16-12-2013, 4 2160)1. 

3(3°ejooi) o)jOc96)j(ro o/tootojo (omcqxujo— 17 - 12 - 2013 , 
11 2160)1. 

( 2 ) 

No. S/4155/13/DCC. 23rd October 2013. 

Sealed competitive tenders in the prescribed forms 
are invited for the supply of the following Equipments to 
the Government Dental College, Kozhikode. 


,,' Tender Number and Na?ne of Items 
No. J 

1 S/4155/13/DCC—Electrically Operated Dental Chair 

2 S/4156/13/DCC—Front Loading Flash Autoclave 

3 S/4157/13/DCC—Dental Chair 

4 S/4158/13/DCC—Plaster Dispenser 

5 S/4159/13/DCC—RVG with Lead Apron 

6 S/4160/13/DCC—Implant kit with Physio Dispenser 

7 S/4161/13/DCC—Torque control hand piece kavo 











Cost of tender forms: 

Original— X 1,890 for SI. No. 1; X 1,575 for 
SI. No. 2; X 2,205 for SI. No. 3; X 840 for SI. No. 4; 
X 735 for SI. No. 5; X 1,260 for SI. No. 6 and X 630 for 
SI. No. 7. 

Duplicate— X 945 for SI. No. 1; X 788 for 
SI. No. 2; ? 1,103 for SI. No. 3; X 420 for SI. No. 4; 
X 368 for SI. No. 5; X 630 for SI. No. 6 and X 315 for 
SI. No. 7. 

By Post (M.O.) only— X 1,930 for SI. No. 1; X 1,615 
for SI. No. 2; X 2,245 for SI. No. 3; X 880 for SI. No. 4; 
X 775 for SI. No. 5; X 1,300 for SI. No. 6 and X 670 for 
SI. No. 7. 

Closing date and time for sale of tender forms 
By Post—30-11-2013 at 3 p. m. 

Closing date and time for sale of tender forms— 

9- 12-2013 at 3 p. m. 

Last date and time for receipt of tender form— 

10- 12-2013 at 4 p. m. 

Date and time of opening of tender—11-12-2013, 
11a. m. 

Gcft.otf’lecMos cocu6n3ffli2a^' racrocsS G<&>oege3kejc0S) «nos>9 
OcfcosjRsrsilfflltsajcm 6icu)agra3 cruouxn cruofflia)1<a>a3 ailtroosmo 
6)nj<§>2cm®)l(BejcSffl ajtpaj^j acS^ejocrujeaaS <&>9d6m1ijj6)ca)Oggj(rnj. 

odS^ejocru cnmiffljo gDcnailajfflajjo 

1 r4)<Tu/4i55/i3/an1.(Tu1.mjl.—gD£j<£bislte6)eil aonjcsoocu) 
6)cux$«s3 

2 a®aTj/4i56/i3/acl.rnil.cnil.—(aosne eejoanlocn nogorfld 

630(S§0 

3 o®a^/4i57/i3/an1.rnil.rnil.—6 icux$rs3 61h_kd)(3 

4 r4)<Tu/4i58/i3/ajol.cnjl.cnil.—njoonc3 <m1<TO6)nja3<Tuc3 

5 a0cru/ 4159/13 /cuil.cnil.cnil.—rarejdS. ail. ssl. ailrarar s>ejcu) 

(3TB)Ln-ISn3 

6 a®cro/4i6o/i3/cm1.cru1.cn51.—gDonJOCiif coilo ailrarro 

nolmileaso cuilcru6irua3cn>(3 

7 ri0cro/4i6i/i3/aDl.crul.crul—cssoc3ces> ca.sn3cst.soa3 

aaoa3ajjnjlcru ca.oGajo 

3c3^eiocn5 GnnooRsrm1s)n3 ailei: 

63o1sjlcnK53—t<fti2icDcnj(3 i-cn ?i,890; t,cft>2icncnj^ 2-cn 
^ 1 , 575 ; ia>fflcnamc3 3-cn X 2 , 205 ; t.<ft>mcncnjc3 
4-cn X 840; L<e3acnau(3 5-cn X 735 ; tca,fflaxruc3 
6-00 ^i, 260 ; (c&>fflcncnjc3 7-cn X 630. 
CLD^jnjlcscesig—(.<ft>fflcncnj(3 i-cn ?945; (.<®>2icoanjc3 

2- (T) X 788; L>®>2HTDaU(3 3-(T) X 1,103; 
(.<a>a cncmc3 4-cn X 420 ; cncnj<3 5-cn 
X 368; (.<ft>acncnjc3 6-cn ?630; (.<ft’2icncnj(3 7-OD 
X 315. 

oinJoraSonpl (o®o. 63.) aotraio—(.<ft>2icncnjc3 i-cn 
?i,930; L<a>amonj(3 2-00 ?i,6i5; (.<®>2icncnjc3 

3- CT) X 2,245; (.<$> O Cn 011 (3 4-cn ? 880 ; 

Lca>acnaij(3 5-cn'? 775; ^acncnjcS 6-cn ?i,300; 
Lcft>acncnj<3 7-00 X 670. 


3 ( 3 ^ejocru Gaoooo ©inJoraS ffljcs 6 ucn ailraSojcn rareajcruocnl 
cesijan ©ilcnxisilcmjo croacrsajjo—30-11-2013, 3 msrril. 

3 ( 3 >^ejocn) csanooo ajIcoSrucn cmaai cruo cnl cssijcnn 
cmlcmrailcmjo cruacfflajjo—9-12-2013, 3 ei 6 rril. 

3 c 3 ^ejocru cicioooo ejelcscasisne rareaicmocn oilaa>coil qqijo 

CruffldSClJJo—10-12-2013, 4 2)6051. 

3 ( 3 <^eiocnj «njoc06)jcm crolcmcrolcffijo cmaaDcnjo—11-12-2013, 
11 asm! 

Government Dental College, (Sd.) 

Kozhikode. Principal 






